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Are skin disorders 


a problem 


in your plant’ 


Actamer cuts skin bacteria 97% 





Regular use of industrial hand soaps — bar, liquid 
or powder—containing Monsanto’s bacteriostat, 
ACTAMER, reduces resident skin bacteria by as much 
as 97%. Because ACTAMER clings stubbornly to the 
skin, repeated use maintains a substantially lowered 
bacteria count long after each washing. This sanitizing 
effect of ACTAMER can mean 

reduced skin infection to your 

employes a definite dollar lA 
saving to you. 

(Monsanto does not manufac- 

ture or sell soap formulations 


containing Actamer. \ . “ 


SERVING INDUSTRY... 
WHICH SERVES MANKIND 


Actamer: Reg. U.S. Pat. Off. 


COSHH SESSESEEEEESEESESESEEEESEE 
Organic Chemicals Division 
MONSANTO CHEMICAL COMPANY 
Box 478, St. Louis, Missouri 
Send me samples of soap containing ACTAMER, 


and a list of soap brands containing this bac 


teriostat. 
Name 
Address 


City State 


Circle No. 1 on reader service card for more information 





SAFETY GOGGLES | SAFETY SPECTACLES 


FORM FITTING eye LIGHTWEIGHT 
COMFORTABLE @A\Gixy EASY TO WEAR 


| cL om 8 2 2 A TT 


Model 415 





Model 440SV Methacrylate Lens 
Model 441SV Acetate Lens 
P i — 
os \ Soft SNAP |. AY our 
Vinyl “ A ay 
Frame ad 


J a Tuc-Away 


~ 


Shatterproof, optically correct lenses. 
” “$tac-Vent’’ — a new principle in goggle ventilation i Easily replaced snap-in, snap-out. Pull OUT 
Clearer Vision . . . More Comfort Greater Safety. : In clear, light, medium or dark green. € ’ 
Large frame fits comfortably over all prescription glasses. One size and model fits every worker Pons 
Lenses optically correct — shatterproof — easily replaced. Wearer adjusts and maintains his own spectacles. 


Also available with regular or screen ventilation. 4 WORN BECAUSE THEY ARE COMFORTABLE 

















Paes . — 





_ Soft Vinyl Frame | Visor-Tuc Model 422 
50 mm Round visen lh ait ' 

) Hardened Safety cali 
Glass Lenses 


protection, plus 
all the com- 
fort of ‘’Tuc-Away”. “Visor-Tuc”’ 


Maximum protection where 
there is extreme abrasion. 


Shatterproof Eye Savers lenses interchangeable in 


a ize, fit ll prescription glasses. 
Large size, fits over all prescription g — Tus-dmay Medel 





ARENA MEER 





Model 492 


' 
; 

Maximum comfort and minimum weight. | fits snugly against the forehead. 
ee 


Welding Goggle Split Joint 
Opaque Black Split Joint Frame makes changing 


lenses a simple operation, no heating 
H § to distort frame. Retrax temple easily 
Soft Vinyl Frame adjusted — One size Standard 47 mm 


P . drop eye lenses. Removable clip-on 
Furnished with replaceable aidevehtebile avaiable. 


50 mm round, Federal Spe- a 7 
cification, filter lens shades 3, 4, 5 or 6, protected ; SS = Quick, easy replacement of: 


_ : “ PLASTIC SAFETY LENSES 
inside and out by cover lenses. 4 : PRESCRIPTION LENSES 
Hi : PLANO SAFETY GLASS LENSES 





TROT Ae ra OER 





eR Ec M te Fo 


aT 





Model 99 Cheepee 


One-Piece 
Goggles 


Model 55 
Methaspec ~ 


Eye Shield Rh 


" Optically correct, one piece, curved | 
’ Close fitting, Methacrylate Eye Savers Lens pro- 
lightweight, comfortable. vides heavy impact protection. 
Optically correct . . . no distortion. Lens is .080” thick, uvailable in clear 
Available in clear or medium green. or light, medium and dark green. 


E 








< SPO eT AT 


For details, see your Authorized Eye Savers Supplier or write direct 
now - Protective ssa Made by the Leaders in Plastics 














WATCHEMOKET OPTICAL Co., INC. 


236 West Exchange St., Providence 3, R. |. ¢ Im Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 
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Tt wares ars ct ceaus! 


REDUCES THE FREQUENCY OF REFINISHING 


Sanax was developed to permit frequent cleaning of waxed 
floors without washing away the finish .. . and to eliminate 
waste in wax and labor. A neutral liquid soap with a wax 
base, Sanax not only quickly removes dirt, oil, and grease, 
but leaves a thin film of wax. In fact, regular use of Sanax to 
machine-scrub or damp-mop waxed floors actually prolongs 
the life of the finish, and thereby reduces refinishing costs 
On a year-to-year basis. 





Like all Finnell Fast-Acting Cleansers, Sanax is specially 
designed for the greater speed of machine-scrubbing, and 
works as effectually in a Combination Scrubber-Vac as ina 
Conventional Scrubber-Polisher. And because Sanax is 
processed from pure vegetable oils, it’s safe for all floors. 





Find out how you can simplify 
and reduce the cost of caring for 
A 100 Series waxed floors. There’s a Finnell 
General-Purpose Floor Specialist nearby to help 
Finnell you choose the waxes and cleans- 
" ers that are exactly right for your ee 
ee needs. Finnell eles a complete : A mild liquid wires trata 
line, so you can depend on un- for machine-scrubbing 
biased advice. In fact, Finnell or damp-mopping 
makes everything for floor care! hy waxed floors 
For consultation, demonstration, iY , 
or literature, phone or write : Leaves ve lustrous ante 
nearest Finnell Branch or Finnell - skid protective finish 
System, Inc., 3512 East Street, bss , 
Elkhart, Indiana. Branch Offices Highly concentrated ch 
in all principal cities of the economical to use 
United States and Canada. 














, | rythin BRANCHES 
FINMELL SYSTEM, INC. Aor en 


PRINCIPAL 
Originators of Power Scrubbing and Polishing Machines vr Floor Ce CITIES 
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People—Plants—Suppliers.... 





Literature In This 
Month’s Ads... 


What’s New In 
Compensation... . 


Useful Literature 


Right Off The Docket. ....... 
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And Sudden Injury.......... 
Book Shelf 


Who Won Safety Honors..... 
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The Personal Touch......... ./ 





-L. & R. 
AUTHORIZED AT FOSTORIA, OHIO 


New Safety & Health Aids... .5 


Advertisers’ Index............ 80 
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FEATURE ARTICLES 


TV For Safety. 


The Key To Rehabilitaion 


Put It On The Shelf. ... 


How Your Automatic Sprinkler 


re rer nae 
Last of five-part series on “What the U. L. Label 


Means.” 


Pose Your Own. 


safety program. 


Handling Zirconium? — Here’s Sylvania’s 
PO a ac ko hew acne 
It burns; it explodes — but unorthodox methods 


can beat the hazard. 


NDUSTRIAL PUBLISHING GROUP 








A Training Program Slashes Fire Losses 78%. .. 
Sohio’s Lima Refinery has cut fire losses to 3.7 
cents per $100 of insurance valuation. 


Pictures of your own employees can help sell your 


A DIVISION OF TELENEWS PRODUCTIONS 





Closed-circuit television eliminates a materials- 
handling hazard at the Ford stamping plant. 





Final part of an article by M. William Zucker out- 
lining how to rehabilitate injured workers. 





How a small plant safety director can get a safety 
shoe program under way at little cost. 













32 
















» INC., 
1240 ONTARIO STREET, CLEVELAND 13, OHIO 











Your workers’ hands 
face longer odds daily 


To leave your men’s hands unguarded is as serious a 
mistake as turning an alligator loose on your plant 
floor. Just check the record. Hand injuries are the most 
frequently reported, and result in the greatest pro- 
duction losses, the highest insurance premiums— 
costly, no matter how you look at it. 


More and more safety men have learned that the best 
ounce of protection they can buy is Jomac® Work 
Gloves. The tough, twisted-loop construction of Jomacs 
gives your workers the resiliency and cushioning effect 
their hands require. Jomacs are sure protection against 
the hand hazards that threaten your men every day 
—sharp edges, rough surfaces, bruising blows. 


Jomacs are an excellent buy for another reason: they 
actually outwear ordinary work gloves by 900%. They 
can be cleaned and reconditioned time after time, and 


this longer wear means less inventory on your stock- 
room shelf. 


Jomac Work Gloves keep safety 
records up, insurance rates down. 
Describe your operations—tempera- 
ture conditions, etc. We'll gladly 
recommend an economical Jomac 
Work Glove and send you a free sam- 
ple pair. Jomac Inc., Department C, 
*hiladelphia 38, Pennsylvania. 





It pays to keep JOMACS on hand 


JOMAC 


Industrial Work Gloves 
Outwear ordinary work gloves by 900% 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 
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CAFE ¢ SOUND Footing 


—— from heel to toe 





























From POLE CLIMBING to LOGGING to MINING 
...0n every rough-and-ready job where heavy- 
duty boots are worn... you'll find Hy-Test’s 
new Hy-Climber the perfect answer! And the 
reason is simple. Hy-Climber and all Hy-Test 
safety boots and safety shoes (more than 80 
of them) are so ragged, so safe, so well built 
for the job that they have become the world’s 
leading seller in the field. Write for more details 
and our catalog. 
HY-TEST SAFETY SHOES 


Division of International Shoe Company 
St. Lovis 3, Mo. Philadelphia 23, Pa. 








Black WATERPROOF upper leather 

DOUBLE thickness of leather completely encircles the foot 

HEAVY-DUTY sole, actually five-eighths inch thick 

Extra thick BOL TAN sweat-resistant leather insole 

One-piece molded LONG INSIDE SOLE LEATHER COUNTER for full 

arch protection and comfort 

= % LOGGER-TYPE heel for extra safety on the job 

* Special designed, extra wide TEMPERED STEEL SHANK for rigidity 
and durability 

* Completely DACRON stitched; BRASS fittings, eyelets and stud hooks; 

rawhide leather laces 


* And, of course, the famous austempered ANCHOR FLANGE 
steel box toe . . . Keynote for Extra Safety 





+ + + + 













ad, 
by ee 


Nee 
Buy HY-TEST and Get the Best? 









WHY SETTLE FOR LESS?... 
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Now you can GET “UY tHe Butts cot 
BACK TO THE JOB CHARLEY--\ HIS NERVE! 1 / SOLID FOOTING 
IT WON'T HAPPEN AGAIN’ =) DOUBT THAT WILL BE THE 
1 GOT SOL-SPEEDI-DRI CHARLEY'S GOT ) END OF CHARLEY! 
ON THE FLOOR’ MEN A BACKBONE / HE'S TOO OLD 
LIKE YOU ARE THE LEFT AFTER TO CHANGE 
BACKBONE OF THE THE SPILLS HIS WAYS, 
HE'S TAKEN! 
















HEN YOU puy, BE suRE IT'S 





Warehouse stocks maintained in 


sOL-SPeenr ON 4 | h ee 
ol & GREASE ABSORBENT ale 


Inquirers in New York, New Eng- 
land, and New Jersey should write 
to Speedi-Dri Corp. Elsewhere in 
U.S. to Waverly Petroleum Products 
Co.,1724 Chestnut St., Phila. 3, Pa. 
In Canada, G. H. Wood & Company 
Ltd., Toronto. Branches throughout 
Canada. 









FREE SAMPLE Fill out the coupon and mail today for 
free sample and literature. 7 

Name 

Address 

City State. 















OH-12 
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Buyer’s Guide 


What Kind of Equipment are you looking for? 
Here is an alphabetical listing for your easy 
reference, of all new products and ads on 
which data was available by closing date. 








Page 
Athletes’ foot preventive ...62, 64 


Breathing equipment... .63, 72, 74, 
7 


Cigarette dunking stations ..... 70 
Clothing, protective. .46, 48, 49, 53 
Dock DOGrdS oc. se sans 46, 59, 78 
Dust control equipment ....46, 47, 
69, 70, 78 

ar WPOVLCIOG ova. bess ecec 64, 74 
Electric. safety cords ........... 36 
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Eye wash equipment ........ 56, 58 
Eyewear ...... 1, 15, 21, 28, 46, 46, 
51, Cover 3 

Faceshields ...... 11, 12, 15, 46, 59 
OMEN 354. Saka Pica ECO 79 


Fire extinguishing equipment. . .46, 
49, 57, 60, S 


First aid supplies .......... 74, 
| eee eee 56, 61 
Floor maintenance equipment. . .58 
Floor maintenance materials .. .2, 
17, 55 
Floor non-slip materials. .6, 8, = 
MIE cic icv ncaa 5, 9, 56, 67 
TRO oo wk ooo rat ee 47 
CFOUSE “GFOSEINGS . 66. 6 ck eas ch 60 
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62, 65, 77 
Gloves, reconditioning ........ 48 
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OT eS Serer 52, 70 
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Hard hat liners ......... 18, 46, 57 
Hearing testers ......... 48, 56, 73 
Lens cleaners .............. 33, 59 
Lighting equipment, guards . 64, 
, 79 
Machine guards ............ 58, 66 
Material handling equipment . .13, 
47, 49, 61 
MEO ihre. ote rasseenaas wae 57 
Pee SONS ew bas ote ees 48 
Plant maintenance Show ... .57, 59 
zien yp omit A Sanger 10 
ee ee ene 46, 75 
ge, rl 60 
Safety scaffolds ......... 42, 47, 61 
SI Lees a cad a cea 59 
ND eo en eee oa ce eee 37 
Skin cleaners ....Cover 2, 7, 19, 49 
So eR rt pee 73 
Static electricity controls ...... 47 
SOIR a i ites ov sce db Bed 60 
Waste receptacles ............. 61 
Watchmen’s clocks ............. 29 
Welding curtains, tarps ........ 46 
Wiping materials ........ 25, 40, 41 
Women’s headcovers ........ 66, 77 
Yard maintenance materials 48 
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...ARE SAVING MONEY 
AND UPPING EFFICIENCY 


WITH a 
wl 


ATERLESS ava 


SKIN CLEANSER 


You'd recognize many of them “right off the bat’—leading indys- 
trial plants that have tested, proved, ordered and reordered 


increasing quantities of SBS-30 Waterless Skin Cleanser. 


Today, as you read this, more than 2000 plants are saving work- 
ers productive time . . . licking seemingly impossible skin cleansing 
problems and vastly improving employee relations through 


the magic of SBS-30 Waterless Skin Cleanser. 


The use of SBS-30 in our new Waterless Washstations provides 


cleansing facilities that require no plumbing . . . use no water... 
are 100% portable . . . actually “bring the washroom to the 
worker’ and lick almost every conceivable skin cleansing 


problem existing in industry! You owe yourself the facts . . . mail 


the coupon below for completely descriptive literature. 


sy SBS-—“The Washword of Industry” 





Sugar Beet Products Company, Saginaw 21, Michigan 


Rush literature on SBS-30 Waterless Skin Cleanser and Washstations: 























Sd ~ . . . 7 . . . . 7 ol 








ara 

iz ese 

= Nes ° & | Nome 
| NS Tithe__ 
} | | ¢ ompany 
| [ } 
| ad! | Address 
{ J City Zone. State. 
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said Miss Bradshaw 


The office staff applauded 
Miss Bradshaw’s performance. 














‘(0 Send your Free booklet, ‘Mr. Higby Learned about 


All except the boss. 


“What is this,” he demanded, 
“an office or a dance floor?” 





\ \ “It’s slippery enough to be 
a dance floor,” said* the girl. “Only yesterday Miss Terry slipped and 
sprained her ankle. She'll be out for 3 days. Why don’t you call in the 
Lecce Company? I’ve heard they make slip-resistant floor Polishes.” 


With the first Lecce Safety Polish application, the floors gleamed with 
a greater lustre than ever but without a trace of slipperiness. 


Mission accomplished, Miss Bradshaw returned the dancing costume to 
her trunk and resumed her secretarial duties amid admiring glances. 

The boss was happy, too. He found that, with only normal maintenance, 
the floors retained both their rich appearance and slip-resistance for months. 
And, as his Safety record went up, his maintenance costs went down. Be- 
cause the initial Polishing endured so much longer, he saved 3344% on 
labor and materials. 

Wouldn’t you be wise to investigate LEGGE products from 
the standpoints of Safety and Economy? A trained 


Safety Engineer will gladly call at your convenience. No 
charge or obligation. 


Walter G. LEGGE Company, Inc. 


Dept. O-12, 101 Park Ave., New York 17, N. Y. 
Branch offices in principal cities. In Toronto—J. W. Turner Co. 


Walter G. Legge Company, Inc. 0-12 


, clip this coupon 





101 Park Ave., New York 17, N. Y. 


WH 
Have a legge Floor Consultant call to examine my oy 4 
floors. No obligation, of course. » a 
SLEGGE= 
Floor Safety— the Hard Way!" » TQ ON & 


Name__—_ 
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Is Nurse Valuable? 


Editor: 

We would appreciate knowing 
whether or not you have ever pub- 
lished an article or have any in- 
formation regarding the value of an 
industrial nurse to industry, both 
large and small, from a dollars and 
cents standpoint and_ presenting 
other arguments which might be 
used in convincing industry that 
they should have a full time nurse. 

If you have ever published such 
an article we would appreciate your 
providing us with two copies for our 
files. 

R. C. Kjelland 
Assistant Chief Engineer 
St. Paul Mercury Indemnity 

Company 

St. Paul Minnesota 


e We have never done an article 
on industrial nursing, as outlined in 
your letter of June 30th. We did an 
article entitled “Are Your Health 
and Accident Costs Typical?” in De- 
cember, 1953, and we are enclosing 
tear sheets of that article. Have you 
any information on the dollar and 
cents value of a nurse to industry? 
If you don’t have, do you know 
where we could get it? We certainly 
would like to publish this kind of a 
story. 


Technical Files 


Editor: 

We have received and have kept 
on file all issues of Occupational 
Hazards since December, 1947. We 
constantly refer to them for infor- 
mation and answers to our safety 
problems. They have been of great 
value in our safety program which 
has been very successful. We have 
had one disabling injury with 
1,147,332 hours of exposure. The 
purpose of this letter is to express 
our disappointment caused by your 
stopping of the Technical File on 
various subjects. This particular 


Continued on page 10 
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LOW OXFORD (4381) with leather-lined steel toe cap, Tri-Vac sole. Also available in 6-inch shoe— #4111. 


Sensational new Thom McAn 
with non-skid Tri-Vac sole 


Exciting dress-weight oxford combines 
new safety, comfort, and good looks. 


¢ om best-selling Thom McAn looks plenty good to the 
men in your plant. They like its clean, comfortable lines 
and fine-quality leather. They want it because they already 
know how well it works. 

On wet, oily or icy surfaces, the Thom McAn Tri-Vac 
offers increased safety these three ways. 1. Multiple soft 
ribs insure squeegee-like brake action. 2. Vacuum suction- 
gripping is increased by the cup-inside-cup construction. 
3. Countersunk, liquid-trapping channels around each cup 
produce drier, safer tread. 

Developed by the Navy for combat conditions, the Tri-Vac 
is made of Neoprene and is highly resistant to acid, chemi- 
cals, oil and gas. Thom McAn offers the Tri-Vac sole at 
a price equal to or lower than that of most safety shoes. 
SOLD TWO WAYS: 1. At Thom McAn Stores. 2. Direct 
to your plant. Send today for full details of our plant-sale 
plan and Thom McAn’s 4-way employee purchase plan- 
plus descriptions of the Thom McAn Safety Shoe line. 
Write: Thom McAn Safety Division, 25 W. 43 St., N. Y. 36. 


WneAne 


SAFETY SHOES 


ee ee 


— 














A Division of the Melville Shoe Corporation 
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Delivers on 
both back and 
forward strokes. 


Alternate moateri- 
als are available 
for special liquids. 
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POKHEIM 





You can build an effective barrier 
against fires and accidents, reduce 
maintenance costs and make a gen- 
eral improvement in housekeeping 
if you pump liquids from drums in- 
stead of pouring, drawing, siphon- 
ing or spigoting. If youuse Tokheim 
pumps you may also be rewarded 
with lower insurance rates. 


The wisdom of pumping seems 
obvious, doesn’t it? And so desir- 
able you’d think every factory would 
have such equipment. But the num- 
ber of modern plants that still em- 
ploy antiquated methods of liquid 
transfer is surprising. 

These little Tokheim pumps are 
a valuable asset to any factory. They 
assure safe handling of liquids in 
small quantities — reduce spilling, 
slopping, over-filling, dripping, and 
practically eliminate slippery floors. 
Pump 20 gallons a minute. Avail- 
able with hose or spout and optional 
parts for special liquids. Decide now 
to put Tokheims to work for you. 
See your dealer, your Tokheim 
representative, or write the factory. 


HAND PUMPS 





LETTERS TO THE EDITOR 


Continued from page 8 





section is excellent reference mate- 
rial. We hope you can arrange to 
feature this article in your future 
issues. 

F. O. Kreider 
Safety Director 
Indiana Steel & Wire Co. 
Muncie, Indiana 


e Thank you for your nice letter. 
We have been taking a little differ- 
ent approach and have certainly 
been neglecting the technical data 
file. We probably will reinstate this 
feature at some time in the future. 


Food For Thought 


Editor: 

Your publication and the employ- 
ees behind it are to be commended 
highly for the contents of OCCUPA- 
TIONAL HAZARDS. The items con- 
tained therein are very helpful. It is 
difficult to believe, but safety bulle- 
tins, unless they display a gruesome 
picture, usually have very little 
value. We have, however, some- 
thing of a solution to aid the safety 
program. A bulletin board for safety 
signs also includes short, amusing or 
“food for thought” items such as 
those enclosed. i.e. “Would you bet 
your eyes that no splinter will hit 
them?” These items have drawn 
quite a reader list and tend to make 
these readers more safety conscious. 

C. A. Lorenzen 
Lincoln Foundry Corp. 
Los Angeles, Calif. 


e Thank you reader Lorenzen. 
O.H. will forward copies of your 
items to any reader requesting them. 


..- And Sudden Injury 


Editor: 

In the July 1953 issue of OCCU- 
PATIONAL HAZARDS, on page 66 
you showed a picture of a man get- 
ting caught in a winch line partly 
disrobed with his legs above the 


General Products Division 
TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment 
1682 Wabash Ave. Since 1901 Fort Wayne 1, Ind. 
Factory Branch: 1309 Howard St, San Francisco 3, California 
Canadian Distributor: H. Reeder, 205 Yonge St., Toronto, Ont. 


winch drum and his head beneath 
it. I have had a request for several 
copies of this bulletin with a de- 
seriptive part that goes with it for 
the benefit of several of our people 
Gasoline Pumps and Accessories e Air and Liquid Dispensers e Specially Engineered Products who do use winches in conjunction 
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RIGHT... 


before your Eyes! 


NEW Mounting 


— 


1. HEADGEAR anemmuae 723 2. HARD HAT 


NS aii 


A. HELMET B. PLASTIC SHIELD C. SCREEN SHIELD 





Assemble Your Own Combinations 


Here’s a way for you to save money on head, face, and eye 

protection equipment. Now you don’t have to buy duplicate 
headgears or hats. If you need a helmet (A) and face shield 
(B), buy them along with only one headgear (1) or hard hat (2). 


Items A, B and C can be used with either items 1 or 2 illus- 

trated above so you can make six different combinations. The 

old-fashioned way you would buy a helmet and headgear, a shield 
and headgear, and so on until you had six combinations (twelve —_— 
items) to do the same thing these five separate pieces will do. i : 


The New CESCO Mounting has an easily adjusted tension spring 
to compensate for weight differences. Tilting mechanism permits [24 
easy raising and lowering. Wedge shaped brackets slide apart or 
together quickly, and lock securely. 


Save buying extra parts... save money. 
On your next order specify CESCO interchangeable 


helmets and face shields. They're — Send TODAY 
“Right... before your Eyes." for CESCO literature 


and the name of your 
CESCO safety equipment distributor 


CHICAGO EYE SHIELD COMPANY © 2308 Warren Boulevard, Chicago 12, Illinois 


ot AY of o Bras, 


OFFICES IN: caer Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Detroit, East Orange, 
+, lndi 


Hi 3 » Kansas City, Knoxville, Little Rock, Los Angeles, Mexico City D. F., Milwaukee, Montreal, 
Peoria, Philadelphia, Pittsburgh, Salt Lake City, San Francisco, Spokane, St. Louis, St. Paul, Toledo, Tulsa, Wichita 
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LETTERS TO THE EDITOR 


Continued from page 10 





with work at plant and o: lné 
trucks. 

I am wondering if copies or re- 
prints of this bulletin, showing this 
picture, are available in quantities 
of 50 and if so, what the pr'ce for 
same is. 

George J. Ruoff 
Safety Director 
Central Hudson Gas & Electric Corp. 
Poughkeepsie, New York 


e Reprints of our “And Sudden 
Injury” photo feature are available 
to readers each month. In fact, we 
have orders from some companies 
on a yearly basis as they use them 
regularly in connection with their 
safety programs. 

We are enclosing a sample copy 
of the July 1953 photo in which you 
are interested. Prices are quoted 
on page 69. You will note that the 
copy which appears on the page op- 
posite the photo does not appear on 
the reprint. Some companies tell us 
they type up copies of this material, 
sometimes, to distribute with the 
picture. 


Policy On Reprin ts 


Editor: 

‘Nill you please send me reprints 
of the following two articles which 
appeared in the March 1954 issue of 
OCCUPATIONAL HAZARDS: 
“This Eye Saving Program Saves 
Doiiars Too!” “Management Safety 
Analysis.” 


Also, I should like to know your 
policy on reprints. Are they avail- 
able in quantity, and what is the 
approximate cost? 

John E. Boysen 


Lt. Colonel, USAF (MC) 

Deputy Surgeon, Wright-Patterson 
Air Force Base 

Dayton, Ohio 


e Enclosed is an extra copy of 
March OCCUPATIONAL HAZ- 
ARDS. We are glad to hear of your 
interest in the Eye Saving Program 

. and Management Safety Analy- 
sis articles. Reprints of our articles 
are supplied on special order, and 
we are always glad to quote prices 
on any special story. Due to first 
make-up costs, however, prices run 
very high in quantities of less than 
500. Sometimes, though, we have 
several other requests for the same 
article and are able to give a better 
rate in these instances. We shall be 


happy to give you a quotation at 
any time. Be sure to let us know 
the quantity you would wish to 
have. 


First Aid 
Punch Card System 


Editor: 

We recently began a reorganiza- 
tion of our safety records. We felt 
that we were not recording informa- 
tion that was useful to establishing 
causes of accidents, whether mech- 
anical or personal. We are interest- 
ed in setting up a punch card sys- 
tem that can be employed on first 
aid cases and lost time cases... 
Any information you may be able 
to give us about a punch card sys- 
tem will be appreciated. 

D. F. Halper 
Personnel Department 
Mall Tool Company 
Chicago, Illinois 


e We ran an article, (O.H. Dec 
52) we think will answer some of 
the questions posed in your letter. 
Enclosed are tear sheets of that ar- 
ticle. We hope it will help you. 








Write Today for Free Brochure S-4, 


"Face and Eye Shields" 


Standard Safety Equipment Co. 


232 West Ontario Street 

Chicago 10, Illinois 

597 Broadway 
Newark 4, New Jersey 


2952 Crenshaw Boulevard 
Los Angeles 16, Calif. 


IT COSTS LESS TO MAINTAIN 


STA 





AIFE SHIELDS 
i 








855 East 152nd Street 
Cleveland 10, Ohio 


the design does it 


StaSafe's advanced face shield design and mass pro- 
duction techniques enable us to offer replacement 
fronts at unusually low prices without any compromise 
in safety or quality. Low replacement front costs are 
a big step toward more effective use of your safety 


dollar. 


simplified replacement 


With StaSafe shields it takes only 20 seconds to raise 


the spring retaining clips . . 


. slide in a new front... 


and drop the clips to securely lock the front in place. 
Time savings are another big factor in every safety 


program. 


longer shield life 


Field tested and proved on industry's most demand- 


ing jobs, StaSafe shields have earned a reputation for 
withstanding rugged use and hard impact. Long serv- 


ice plus low cost replacement fronts spell effective, 
economical safety. 
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ACCO Registered’ Slings 


. 
P. 7 Je PEOPLE 


PLANTS 
SUPPLIERS 





Floor Machinery Manufacturers’ 
Association elected Ernest Cooper, of 
the Clarke Sanding Machine Co., 
president of the association. Other 
officers elected include: J. E. Bates, 
Finnell System, Inc., vice president; 
Robert J. Pond, Advance Floor Ma- 
chine Co., secretary-treasurer. Di- 
rectors elected: J. A. Backlund, Un- 
ited Floor Machine Co.; Dewey I. 


With these parts 
you can assemble 
ACCO Registered 
Wire Rope Slings 

for 85% of your 
lifting requirements 


Doyle, Doyle Vacuum Cleaner Co.; 
Gordon E. Kent, The Kent Co., Inc.; 
N. H. McRae, Multi-Clean Products 
Inc. 


Promotions... 


e Robert L. Richards, to safety 
engineer, American Seating Co., 
Grand Rapids, Michigan. 

e at Armstrong Machine Works, 
Three Rivers, Mich., Oscar Brast 
promoted to superintendent; L. G. 
Patterson retired as superintendent. 

e at Pure Oil Company, Toledo, 
Ohio, L. J. Robb promoted to gen- 
eral inspector, Toledo refinery. 

e at Torit Manufacturing Com- 
pany, St. Paul, Minn., William L. 
West elected president. 

e at American Wheelabrator & 
Equipment Corp., Mishawaka, In- 
diana: William A. Illsley to district 
sales engineer Detroit, Mich.; W. J. 
Sutherland to district sales engi- 
neer, John H. Burlingame to service 
engineer, Springfield, Mass. C. J. 
Osborn to district engineer, Dean 
T. Pournaras to service engineer, 
Cleveland, Ohio. John J. Savignac 
appointed district service engineer, 
Milwaukee, Wis. Robert E. Gallatin 
to district sales engineer, Harold 
Groh. district service engineer, 
Mishawaka, Ind. 


Plant Enlarged... 


e at Charleston Rubber Company, 
Charleston, S. C., physical properties 
are being enlarged to handle antici- 
pated production demands made on 
the company’s new industrial divis- 
ion, which will manufacture a com- 
plete line of rubber gloves and other 
safety items. 
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> Oval links 


2) Upper safety shackles 


>) Lower safety shackles 


4) Hooks 


5 Strand-Laid and 


Cable-Laid sling legs 


Stocked by your 


Distributor 


Don't Gamble with Safety! 


e In addition to the six quality features-of 
all acco Registered Slings, acco offers you 
the convenience of distributor stocks of 
popular types, diameters, and lengths of 
slings—and a variety of tested fittings— 
which handle most of yoursling requirements. 

Safety of men and machines in your shop 
is your primary concern. It’s ours, too. Dur- 
ing the years that acco Registered Slings 
have been available, they have been put to 
every conceivable laboratory and field test. 
They have proved themselves. They are no 
experiment. Don’t YOU gamble with safety. 
Specify acco Registered Wire Rope Slings 
for all your lifting jobs. 

Check today with your acco Registered 
distributor, or write to our Wilkes-Barre, Pa., 
office for our $-2 Sling folder. Remember— 
if it’s acco Registered, it’s SAFE. 


acco *Trade Mark Registered 
~ 














@ The best material 


Unit safety factor 
@ (on bodies, links, 
safety shackles, hooks) 


Proof test of complete sling 
@ to twice rated 
capacity 


Actual field service test 
of each model 


+ 
Metal identification tag 
on each sling 


Signed Registry Certificate 
with each sling 











Wire Rope Sling Department 
AMERICAN CHAIN & CABLE 





Wilkes-Barre, Pa., Atlanta, Chicago, Denver, Houston, Los Angeles, 
New York, Odessa, Tex., Philadelphia, Pittsburgh, Portland, Ore., San Francisco, 
Bridgeport, Conn. ¢ In Canada: Dominion Chain Co., Ltd., Niagara Falls, Ont. 


Circle No. 13 on reader service card for more information. 











Never a slip on ice or snow 


when you've spread ZORBALL! 


HIS wise driver carries a bag of 

Wyandotte Zorspaui in his truck 
all winter long. If his truck slips on 
ice or snow, a sprinkling of ZorBALL 
gives his wheels instant traction. 


Whenever trucks are loaded or un- 
loaded on an icy spot, or where grease 
or oil has been spilled, Zorpauu should 
be spread over the area. Danger of 
slipping, to both workers and trucks, 
is eliminated. 


Fact is, Wyandotte ZorBaLu can be 


used effectively and easily wherever a 
danger area exists, indoors and out, on 
any type surface. It’s the all-purpose 
floor absorbent that won’t mud, cake 
or dust. And it absorbs saturation 
quantities of any liquid — paint, oil, 
grease, chemicals — yet refuses to sup- 
port combustion. Cost? —the lowest 


use-cost of any floor absorbent known! 


Try a free sample of skidproof, fire- 
proof ZorsBau. Mail coupon today, or 
call your Wyandotte representative or 
jobber. 


yandotte CHEMICALS 


Helpful service representatives in 138 cities in the U.S. and Canada 


Largest manufacturers of specialized cleaning products for business and industry 


Send free sample of ZORBALL [] 


Name 


Wyandotte Chemicals Corporation, Wyandotte, Michigan 


Have a representative call [J 





Firm 





Address 











Circle No. 14 on reader service card for more information. 








LITERATURE 
OFFERED IN THIS MONTH’S ADS 


To get information on any 
of these products, circle the 
appropriate number on the 
Reader Service Card. 











FREE TICKETS for the 6th National 
Plant Maintenance & Engineering 
Show are available from Clapp & 
Poliak, Inc. 

Circle No. 44 on reader service card. 
FLOOR SAFETY through use of W. 
G. Legge Co., Inc.’s safety polish is 
described in a free booklet pub- 
lished by the manufacturer. 

Circle No. 8 on reader service card. 
ELECTRIC HAND DRIERS which en- 
able savings of up to 85% in wash- 
room costs are described and illus- 
trated in a folder released by Chi- 
cago Hardware Foundry Co. 

Circle No. 42 on reader service card. 
THE RIGHT GLOVE for each job can 
easily be picked using information 
contained in Hood Rubber Co.’s il- 
lustrated catalog. 

Circle No. 58 on reader service card. 


DUST ELIMINATORS; their operating 
characteristics and maintenance 
advantages are described in Bul- 
letin VU _ 8-53, available from 
Schmieg Industries, Inc. 

Circle No. 62 on reader service card. 


A SPECIAL FLOOR WAX designed to 
permit frequent cleaning of waxed 
floors without washing away the 
finish is described in detail in liter- 
ature presented by Finnell System, 
Inc. 

Circle No. 3 on reader service card. 
HAND PROTECTION at low cost can 
be achieved through application of 
facts presented in the catalog and 
price list released by Industrial 
Gloves Co. 

Circle No. 51 on reader service card. 


PRESS FEEDERS which save fingers 
and hands by removing them from 
direct contact with either the piece 
or with the press are described and 
illustrated in a free catalog avail- 
able from F. J. Littell Machine Co. 
Circle No. 34 on reader service card. 
HOW TO SAVE MONEY on insurance 
and increase protection against 
fire, theft and sabotage through 
use of the Chicago Watchlock sys- 
tem is covered in an illustrated 
folder available from the firm. 
Circle No. 22 on reader service card. 
FIRST AID KITS in all the styles and 
sizes made by A. E. Halperin Co., 
Inc. are detailed and pictured in a 
catalog published by the firm. 


Circle No. 71 on reader service card. 


Continued on page 16 
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Tow! vw cin ANY OF 


THESE We LL SAFETY PRODUCTS 


hat 


— -~ (oA 
oar % 
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Metal Frame spectacle type 


safety goggles . . . five models in 
the series. 


SS et al 
> X& =) ‘ 


=i 


Plastic Frame spectacle type 


safety goggles . . . five models in 
the series. 


Welding Helmets of fiber 
glass or fiber . . . nine models in 
the line. 


For prices and full information mail coupon directly to Pennsylvania 
Optical Co., Reading, Pa. or 1712 Taraval St., San Francisco 16, Cal. 


PENNSYLVANIA OPTICAL COMPANY 


READING, PENNSYLVANIA 


Known for Fine Ophthaln 


DECEMBER, 1954 


Products 


Measure Penoptic quality by your tests or by Federal 


Specifications . . . each item will conform with 
the high quality standards demanded by a safety- 
conscious industry. Sixty-eight years of ophthalmic 
experience has catapulted Penoptic safety products 
to quality leadership in the safety field. Penoptic’s 
manufacturer-to-you distribution speeds service . . 

reduces your costs . . . enables you to deal with the 


people directly responsible for product performance. 


~~ 809 


Plastic all-purpose cover goggle 
... fits over large frame personal 
glasses. 


Face Shields .. . a model for 
every face shield requirement. 


—_ 


gull inf 


— 
_ 


[ Please ©" 
\ 


Nome — 
Title — 
Compory - 
Since 


1886 sjreet —— 


City 


Circle No. 15 on reader service card for more information 


FROM THE MANUFACTURER... 


Chippers’ cup-type safety gog- 
gles .. . with new 3-way ventila- 
tion. 


Welders’ cup-type goggles... 
featuring better ventilation. 











No. 932 
Redmont 


Edmont Case No. 562: Unloading tank cars of chemicals and repairing lines, 
rubber dipped gloves lasted 14 shifts. Edmont Neox (reinforced neoprene) 
gloves wore 30 shifts and gave better protection. 


SAVE HANDS...SAVE MONEY 
with JOB-FITTED GLOVES 









Fully-coated for 
liquid-proof 
service 


Palm coated 
for general 
work handling 


. » « provide protection up to 10 times longer 


In all types of industry, modern job-fitted 
gloves of coated fabric are replacing canvas, 
leather and unlined rubber gloves on applica- 
tions involving sharp, abrasive or slippery 
materials, or the presence of grease, oil, acids, 
caustics, solvents or thermal extremes. 


Specially developed Edmont coatings of Neox 
(reinforced neoprene), natural rubber and 
vinyl plastics, make it possible to fit the glove 
to specific job conditions to provide maximum 
protection and employee comfort. 


In addition, cost savings to companies or their 
employees average 40% to 70% through longer 
wear. 


Edmont Case No. 526: Feeding sharp-edged steel into 
press, leather palm gloves averaged 2 shifts. They 
were replaced with Edmont plastic palm coated 
gloves, which lasted 8 shifts. 


Edmont Case No. 517: Handling wood laminates and 
formed plastics, canvas gloves with rubber gloves 
worn as a liner lasted 3 to 5 shifts. Edmont recom- 
mended coated fabric gloves wore 30 to 40 shifts, 
were more comfortable and gave better protection 
against sharp edges. 


FREE JOB TEST OFFER: Send us a description of your operation, 
materials handled and temperature condition. From our more than 50 
types of gloves— palm coated or fully coated — we will recommend type 
of glove and coating that best fits your job, and supply free samples for 
testing. Our laboratory also develops special gloves for special conditions. 


Edmont Manufacturing Company, 1244 Walnut St., Coshocton, Ohio 


Edmont job-fitted gloves PAN 


16 


Edmont 


World's largest maker of industrial coated gloves, available through leading industrial suppliers 


Circle No. 16 on reader service card for more information. 
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FLOOR DUST CONTROL through ap- 
plication of West Disenfecting Co.’s 
“Westone” (which also inhibits 
bacteria growth) is discussed in a 
free leaflet made available by the 
company 

Circle No. 18 on reader service card. 


MACHINE GUARDS which you can 
make yourself to fit your particu- 
lar needs are presented in an illus- 
trated bulletin released by Har- 


rington & King Perforating Co. 
Circle No. 45 on reader service card. 


SAFETY SOLVENTS which replace 
carbon tetrachloride are covered 
in a technical bulletin presented 
by Nocon Products Corp. 

Circle No. 69 on reader service card. 


THE CORRECT HAMMER for various 
applications can be easily chosen 
by using information contained in 
catalog 100, published by M. E. 
Cunningham Co. 

Circle No. 64 on reader service card. 


STEEL. SIGNS for industrial accident 
prevention are covered in a free 
64-page catalog available from 
Stonehouse Signs, Inc. 

Circle No. 25 on reader service card. 


SAVING MONEY on face protection 
by means of Chicago Eye Shield 
Co.’s helmets and shields, which 
easily combine with standard head- 
gear or hard hats is possible, as 
the firm’s literature points out. 
Circle No. 11 on reader service card. 


PROTECTIVE PORTABLE LIGHTING 
equipment which eliminates haz- 
ards of sparks or shock from brok- 
en bulbs (thereby reducing chance 
of fire) is described and illustrated 
in catalog 49-A, available from 
McGill Mfg. Co., Inc. 


Circle No. 12 on reader service card. 


WIRE ROPE SLINGS you can assem- 
ble to handle 85% of your lifting 
requirements are presented in S-2 
Sling Folder released by American 
Chain & Cable. 


Circle No. 13 on reader service card. 


COMPENSATION claims for hearing 
loss unwarranted by experience in 
your plant can be saved by use of 
Maico Co.’s F-1 Audiometer which 
is described and illustrated in a 
booklet available from the manu- 
facturer. 
Circle No. 68 on reader service card. 


HAND SOAPS containing an anti- 
septic which destroys up to 95% of 
harmful skin bacteria are present- 
ed in a booklet published by Ar- 
mour & Co. 

Circle No. 17 on reader service card. 
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don’t just 


chase 








Sweeping only rearranges dust. As a matter of fact, sweeping 
and floor traffic are the main dust spreaders—not open doors and 
windows as you might think. And dust is damaging. It spreads 
many harmful disease bacteria that often cause absenteeism. It 
affects precision apparatus and delicate finished products. Makes 
store merchandise, office and institutional floors unsightly. 

ANTISEPTIC WESTONE CONTROLS DUST. Loosens and picks it up 
from floors, bins, shelves, furniture. Seals floor surfaces. Im- 
proves their appearance. Holds down subsequent dust so traffic 
can’t raise it. Its antiseptic properties inhibit growth of bacteria. 















Dramatic proof of ANTISEPTIC WESTONE’S ANTISEPTIC WESTONE is economical. It works as fast as a man 
can walk. One man can do the work of three in maintaining 
floors. And it goes a long way. One gallon covers 4,000 square 
feet. Interested? Check the coupon. 


effectiveness. The hand at left was rubbed 
across an ordinary untreated section of floor. 
The hand at right was rubbed over a section 
which had been treated with dust-controlling 
ANTISEPTIC WESTONE. 


WANT DETAILS? 


Tear out this coupon and 
mail with your letterhead 





Dept. 3 


I'm interested in: 


C) A FREE leaflet on 
WESTONE 


C) A talk with a West ex- 
pert about my special 
floor problems. No. sales 
pitch. No obligation. Just 
discussion and a demon- 
stration if | want it. 











42-16 West Street, Long Island City 1, N. Y. 
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SUB-ZERO CONDITIONS = WARM WEATHER COMFORT 
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On jobs where men work in extreme cold and 
wet weather, most companies equip crews with 
Bullard Winter Liners. 


BULLARD WINTER LINERS 


5 types for all safety hard hats and caps 





















CAT. NO. 70-EL-33, CAT. NO. 70-EL-38, CAT. NO. 70-WL-2K CAT. NO. 70-WL-1K is uJ a 
MED. OR LARGE MED. OR LARGE nto ee pest 
Rugged, wind resistant and water repel- Wool knitted caps in two styles: as snug, warmth and wind pro- 
lent outside fabric with fleece or wool close fitting skull cap, or as elastic knit | tection for ears, neck, 
interior. Specify fleece or wool lining. skaters’ type that covers neck and ears. | head, and forehead. 
ae PG: Seen eepel~ Wreaies | 
| | EVERYTHING 
| | UNIVERSAL SIZE Write for 
‘ name and location 
CAT. NO. Fits all safety hats of distributors 3 lj LLA Q D 
70-WL-3K and caps 
Fabric liner snaps over dione, IN SAFETY 
abri 
Arctic type liner, all leather or leatherette 
wool knit. Protects | sweatband, holding hat T.M. REG, U.S. PAT. OFF, 
head and face.Frunt | or cap firmly in place, 
slips down over | maintaining full mar- E. D. BULLARD COMPANY 
mouth. gin of safety protection. 275 EIGHTH STREET « SAN FRANCISCO, CALIFORNIA 
SINCE 1896 


























Circle No. 84 on reader service card for more information. 
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Put Hexachlorophene protection in all your wash- 


rooms with Armour’s antiseptic hand soaps! 


The cause of many skin infections is left untouched on your 
hands after you have washed them with ordinary soap! 
Ordinary soap will mot destroy the skin bacteria that cause 
infection and dermatitis. But because Armour’s antiseptic 
hand soaps contain Hexachlorophene, they wi// destroy 
harmful skin bacteria. 


Hexachlorophene is the first germicidal agent ever found 
that stays antiseptic in soap. Daily washing with these 
Armour soaps containing Hexachlorophene will destroy up 
to 95% of harmful skin bacteria! That's real protection for 
the people in your company and may add benefits in insur- 
ance and labor relations, too. 

So order Liquid Dial or powdered Formula $99 for your 
washrooms today! (You can order the powder form with 
either Borax or a vegetable scrubber added.) Request the 
samples and booklet offered at right and see for yourself 
how Hexachlorophene soap protects against dermatitis! 


EY Ace teat Soge Dyoasticenit 


Armour and Company + 1355 West 31st Street * Chicago 9, Illinois 











Mail this coupon today 


Armour and Company * 1355 W. 31st St. * Chicago 9, Ill. 


Please send me a free sample of: 

[] Formula £99 Powdered (with Borax, containing 
Hexachlorophene ) 

(_] Formula #99 Powdered (with vegetable scrubber, containing 
Hexachlorophene ) 

[] Liquid Dial (containing Hexachlorophene) 

(] Booklet, “Formula #99 Antiseptic Hand Soaps for Industry” 


Name Title “e- 





Firm 





Address 





a State 





City 


2-12 
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TV 


FOR 


SAFETY 


Baling and loading scrap metal 
and scrap wire is a dangerous 
operation. Just ask anyone 
who’s tried it. For that matter, 
ask any safety man who’s had 
anything to do with it. 
Chunks of scrap, broken coils, 
lengths of wire, knife-edged 
bits of sheet metal — they all 
spell Trouble with a great big 
T for the men and the plants 
where they have to be handled. 
It seems simply too easy to 
get buried beneath several tons 
of scrap when gondolas or 
trucks are being loaded, or to 
come down with a bad case of 


infection when some particu- 
larly rusty piece of metal slash- 
es into the fleshy part of a leg. 

Ford Motor Company, like 
many another manufacturer, 
has found it very much worth- 
while to bale its scrap. And 
time was when Ford Motor 
Company workers, like work- 
ers for many another manufac- 
turer, stood right out in the 
open and took it — did the 
heavy prodding and hauling 
and prying and pulling that are 
usually required to get scrap 
metal baled. 

Then the Ford stamping 
plant at Buffalo, New York, 
was given what some engineers 
call “automation.” 

It was at this point that tele- 
vision turned away from an- 
cient movies and tired wrest- 
lers. Television went, on a 
closed circuit, into a close and 
continuous watch on baling op- 
erations. 


BRIGHT LIGHTS flood every corner of 
the outside loading zone. Television 
makes certain that the operator knows 
exactly what goes on—ends a safety 
problem that has given trouble in many 
plants. 


TELEVISION is a safety tool at the Ford 
Motor Company Buffalo, New York, stamp- 
ing plant. Elwyn Shettler, baler operator, 
uses it to control baling and loading of scrap 
metal. 


Thanks to this watchful eye 
of television, a number of la- 
borers — the number varied 
with the amount of work to be 
done—was pulled off the haz- 
ardous job of handling the 
scrap and loading it on freight 
cars. At the same time, produc- 
tion was improved. 

What happened was this: 

e The closed-circuit TV cam- 
era was focused on the loading 
track outside the plant. 


e The screen was set up at a 
point 300 feet inside the plant. 


e A panel of control buttons 


was established beside 
screen. 

Simple enough so far, except 
for the complications of wiring 
involved. 

The control buttons moved 
automatic equipment which 
gathered and baled the scrap. 
The control buttons moved 
more automatic equipment 
which picked up the baled ma- 
terial, dropped it into a chute, 
and permitted it to slide down- 
hill into a waiting gondola. The 
control buttons also made the 
freight cars operate — moved 
them into position on the track 


the 


Continued on page 65 
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modern 


eye protection 


WITH 
JONES FULL 


CLEARVIEW VISOR GOGGLE 
MODEL No. 1 


WITH SCREENED PORTS 


vision VISOR GOGGLES 


WITH ALL THESE EXCLUSIVE FEATURES... 


@ VISOR TOP STOPS GLARE 


from overhead light 


@ 100% VISIBILITY for greater 
safety and comfort 


@ FITS over LARGE frame 
GLASSES 


@® NO STRUTS or frame to ob- 
struct vision 


ASSURED 
WORKER 
ACCEPTABILITY 


ONE-PIECE SHATTERPROOF PLASTIC LENS 


@ NEW VISOR head band sus- 
pension for added comfort 

@ REPLACEABLE one-piece lens 

@ NEW down-angle lens 

@ INCREASED impact strength 

@ NO FOGGING—no pitting 

@ NO GLARE, distortion or re- 
flection 


(METHYL-METHACRYLATE) 


@® NEAT — smart — modern 
appearance 


@ SAFELY NON-FLAMMABLE 


@ LIGHT WEIGHT — cool com- 
fortable 


@ ECONOMICAL to use 
® ULTRA VIOLET ABSORBING 
LENSES 
for INDUSTRY 
and SPORTS 


ELIMINATE 
EYESTRAIN 
and 
REDUCE 
FATIGUE 


FOR NEW CATALOGUE CALL YOUR JOBBER OR WRITE TO: 


JONES AND COMPANY - 125 CATLIN 


—— 


AVE. » RUMFORD, RHODE iSLAND~ 





By M. William Zucker 


The Key 


TO REHABILITATION 


The first part of Dr. Zucker’s analysis of the pressing need for 
quick referral of industrial accident cases to rehabilitation 
centers ran in our November issue. In this final part, 
the author discusses the ways in which local 
non-profit hospitals can be absorbed 
into the entire rehabilita- 
tion program. 





WORKING TOGETHER with insurance carriers, rehabilitation centers can ease problems 
for both employers and employees. An insurance company representative (center) is 
shown an X-ray of a bad back condition by a rehabilitation physician at the New York 
Institute for the Crippled and Disabled. At the left is the Institute’s coordinator of work- 
men’‘s compensation cases. 
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S REHABILITATION has developed, more 
A and more attention has been paid to the 
facilities it requires. So far, the number of re- 
habilitation centers is small in comparison to the 
total need. 

Today’s hospital is the core of health pro- 
grams. With the increasing specialization of 
medical care, requiring equipment too expensive 
to be paid for by the individual doctor, the hos- 
pital has to play an ever-greater role in diagnosis 
and in treatment. 

These very facts make the hospitals a valu- 
able focal point for rehabilitation techniques. 
The hospitals can offer diagnosis, predict the 
probable outcome of the disability, and outline 
a course of rehabilitation. 

If they are to work efficiently, industrial acci- 
dent, health, and rehabilitation programs must 
be linked closely with the hospitals. A team can 
be built up which will be able to judge accur- 
ately the value of established methods, and— 
through cooperation with the general practi- 
tioner—develop new and better methods. 

This is not to deny the worth of separate re- 
habilitation centers. Instead, as Dr. Howard A. 
Rusk declared, the rehabilitation center does not 
replace the hospital, but adds to its services. 

The importance of cooperative rehabilitation 
center and hospital service is illustrated by the 
success enjoyed in recent years in respect to 
paraplegics. Not long ago, these unfortunates 
were outcasts; today, they can take part in many 
social activities and in many kinds of work. 

This change in attitude toward paraplegics 
came about as a result of the systematic study in 
both hospitals and rehabilitation centers of the 
ways in which the patients could be restored to 
productive life. When the knowledge and ex- 
perience of many specialists and technicians 
were pooled, a successful program for rehabilit- 
ating paraplegics emerged. 

The whole community has a stake in rehabil- 
ation. Only a fraction of the handicapped are 
being aided now. As we become a nation of older 
people, the problems of chronic diseases and 
physical disabilities become increasingly serious. 

The responsibilities we all have for the phy- 
sically handicapped cannot be thrust altogether 
on industry. Medicine deals with the relation- 
ship of disability to society, whether or not the 
disability resulted from work. Rehabilitation in 
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USEFUL TASKS common in industry are used for training acci- 
dent victims by the Institute for the Crippled and Disabled. 
This arm amputee is developing skill and muscle power by 
working with a pipe under professional supervision. 


ABILITY TO WORK is partly based on ability to get to and 
from the job. Hence, the Institute of Physical Medicine and 
Rehabilitation, New York University-Bellevue Medical Cen- 
ter, trains this paraplegic to get in and out of a bus. 
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its turn deals with how much 
efficiency is kept by the dis- 
abled worker, rather than with 
what his loss is. Knowledge 
gained through study of both 
on-the-job and off-the-job dis- 
abilities can be exchanged to 
benefit everyone. 

Neither can we thrust our 
responsibility on some govern- 
ment agency. This would 
cause us to lose all concern 
with the works of preventive 
medicine; it would be contrary 
to accepted medical principles. 


What’s Needed 
For A Good Program 


What is needed is to bring 
together all community pro- 
grams in rehabilitation and 
preventive medicine. With the 
medical profession taking part 
in both policy-making and act- 
ual operations, hospitals and 
rehabilitation centers can pro- 
duce over-all programs adapt- 
able to both industrial and non- 
industrial needs — programs 
that will be more effective all 
’round because of the pooling 
of techniques and experience. 

Medicine, because of its high 
degree of specialization, has 
become extremely confusing to 
laymen. If medicine is split up 
still further with talk of in- 
dustrial and non-industrial dis- 
abilities and treatment, there 
will not only be more confu- 
sion, but quite likely less co- 
operation with rehabilitation 
programs. 

The worst effects of this div- 
ision of disability into occupa- 
tional and _ non - occupational 
classes will be seen in the pa- 
tients themselves. The claimant 
is a special case—he has “an 


occupational disability.” The 
very name frightens him. He 
should be treated as an indiv- 
idual first, as a medical case 
second. An injury or an illness 
resulting from work should not 
receive either better or poorer 
care than such a disability in- 
curred off the job. 


Cooperation Needed 
For Correct Diagnosis 


In the great majority of in- 
dustrial cases, the first diag- 
nosis is correct. When it is not, 
the results in terms of effects 
on the patient, in lost time, and 
in expense may be something 
more than serious. 

There are 16 different speci- 
alties and 16 sub-specialties 
listed by United States medi- 
cal boards. Each is important 
in its own field; each is import- 
ant to the whole field of medi- 
cine. Every community does 
not, however, have all these 
specialties readily available; 
even sizeable cities often lack 
representation in some of these 
branches of the medical tree. 

Bringing together the know- 
ledge and experience of all 
these specialties is possible 
through cooperation of hospit- 
als and rehabilitation centers. 
What one lacks, another has. 
One provides part of the expert 
staff work; the other supplies 
the rest. Such a combination 
of talent and equipment, of 
knowledge and experience, can 
be used by private physicians 
whenever the need arises. 

If early referral of industrial 
disability cases to qualified 
centers for diagnosis and treat- 
ment is important—and it is— 
we should keep constantly in 





Inc. 








Dr. Zucker is qualified by long experience as an 
expert in the fields of rehabilitation and com- 
pensation, as they relate to problems faced by 
safety men. He is director of studies of the Com- 
merce and Industry Association of New York, 








Robert C. Dowling, in a 
paper called ‘Medical 
Aspects,’ presented be- 
fore the President’s Com- 
mittee on Employment of 
the Physically Handicap- 
ped, mentioned three vit- 
al rules to be followed 
in making sure that com- 
pensation claimants are 
referred early to qualified 
rehabilitation specialists: 

e Prompt and accur- 
ate diagnosis. 

e Thorough study of 
the probable course of 
recovery, with avoidance 
of either too much optim- 
ism or too much pessi- 
mism. 

e Recognition of the 
emotional and nervous 
impact of the disability 
on the patient, and em- 
phasizing the abilities he 
has left after recovery 
rather than disabilities. 





mind the possibilities that are 
evident in our hospitals. 

The Commerce and Industry 
Association of New York, Inc., 
has developed a program for 
referring industrial disability 
cases quickly to the proper 
specialists. While the program 
has special application to New 
York State, it is easily adapt- 
able to other states as well. 


The Plan Is 
Easy To Understand 


The plan, simple in approach, 
is this: 

e If an industrial injury pro- 
duces a nerve, muscular, bone, 
or general physical condition 
which is likely to require treat- 
ment or which will prevent the 
patient from returning to work 
for at least 60 days, the attend- 
ing physician must send the 
patient to a hospital for diag- 
nosis and study of rehabilita- 
tion. 

This must be done by the doc- 
tor on or before the sixtieth 
day following the injury. The 
hospital used as a reference 


Continued on page 43 
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Don’t let expensive cloth and waste wipers rob you of profits. 
Replace them with Type 1300 kimwires—the modern industrial 
wipers that give you four to ten times more wiper area per dollar! 

Yes, and new Kimwipes 1300 are soft, strong and absorbent. A 
full 12” x 18” in size, they hold up to 8 times their own weight in 
liquids. They’re non-abrasive, too. There’s no holdover of metal 


chips or other infectious material that may cause dermatitis and 


loss of man hours. Type 1300 Kimwipes are absolutely clean to 


start with, and are disposed of after use. Ask your salesman for 
samples. And remember, you can also buy Type 900-S Kimwipes 
(optical wipers) and Type 900-L Kimwipes (regular wipers). Save 


money. Order today! 





Kimberly-Clark Corporation * Neenah, Wisconsin 


Circle No. 20 on reader service card for more information 
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It’s right easy to get a good small plant safety 


shoe program started| Mister—all you do is 


PUT IT ON 
HE SHELF 





HY IT HAPPENED, nobody knows. It was 

mighty lucky for shoe store managers, 
shoe manufacturers, and safety directors, any- 
way. For some reason, the huge majority of 
American men can comfortably fit their feet in 
shoes that range somewhere between size 7 and 
size 10. 

That simplifies your own problem, if you’re 
thinking of getting a worth-while safety shoe 
program going in your own plant. Instead of a 
possible 21 or more standard sizes, you’ll be able 
in all likelihood, to get by with not more than 
seven. 

Widths, of course, pose a somewhat different 
problem, since men may take as many as ten 
different widths in a single length size. Even 
here, your problem isn’t really complicated; if 
your stock includes widths from C through E in 
at least most of the sizes you keep on hand, you’ll 
be able to meet the majority of demands made 
on you by plant workers. 

Fitting isn’t a worrisome problem, but it is a 
vital one. Poor fit will play hob with any safety 
shoe program. Men will not wear safety 
shoes unless they’re comfortable. Your program 
will be stopped almost before it begins unless 
you make sure that workers are sold proper 
lengths and widths. 





SAFETY SHOES would have prevented this injury at the West 
Virginia Pulp and Paper Company plant, Luke, Maryland. A 
strong safety shoe program is in effect, but this worker didn’t 
realize soon enough how much it could mean to him. He 
was lucky it was no worse! 
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Fitting is vastly simplified if your stock is 
complete enough that you can let employees try 
on their shoes before they buy. Don’t let work- 
ers do their own fitting by telling you simply 
what sizes of dress shoes they wear or even what 
sizes of safety shoes they have worn in the past. 


The reasons for this “don’t” are three: 


e Sometimes a man’s weight increases to the 
point that he needs a bigger shoe size than he 
has taken before; sometimes his weight drops 
enough to have the same effect in the direction 
of a smaller size. 


e Size 742-C made by one manufacturer may 
be entirely comfortable, but the same size made 
by another manufacturer may be slightly differ- 
ent—just enough different to make the size un- 
comfortable. 


e The same size and style of shoe, made in 
two different leathers, may have a different 
“feel.” 


The first two reasons are common knowledge. 
The third may require an illustration. 


Not long ago, a shoe supplier began selling a 
safety shoe made of horsehide. Previously, ex- 
actly the same shoe had come in cowhide. Now, 
horsehide can be stretched tighter over a last 
than cowhide; it’s simply one of the characteris- 
tics of the leather. 

So men who once had worn 9-D shoes in the 
cowhide leather found their feet felt a trifle 
cramped when they bought the same size in 
horsehide. The last was the same; the length and 
width measured the same; the same safety toe 
was used—but the horsehide was drawn tighter 
than the cowhide, and the feet noticed the small 
difference. 


Measuring devices, easily used, are furnished 
by all safety shoe manufacturers to those plants 
that regularly stock their product. Manufactur- 
ers’ salesmen help safety men get started—show 
them how to fit shoes, how leathers differ from 
each other, what types are best for what jobs, 
what sizes ought to be kept in stock. 


One shoe manufacturer lays down four rules 
for fitting: 


e The shoe must be long enough to let toes 
lie straight and still not touch the front of the 
shoe when the wearer is walking or standing. 
Length usually can be judged by seeing that the 
ball of the foot comes right at the point where 
the sole starts to bend. 


e The shoe must be sufficiently wide to let 
toes lie straight when the wearer’s full weight is 


DECEMBER, 1954 


put on the foot. At the same time, the shoe should 
be snug enough to give support without feeling 
tight. Be sure the widest part of the foot is at the 
widest part of the shoe! 

e The heel of the shoe should fit closely, with- 
out slipping. 

e The shank of the shoe (that part below the 
middle of the foot) should fit snugly under the 
arch, to give support to the foot. 

Continued on page 62 


AVERAGE SHOE SALES, in sizes and widths, are outlined by 
this chart. Notice how easily these averages can be met with 
a reasonable stock of shoes from 712-C to 10-E. Following 
the charted averages closely—with due regard for your own 
plant experience—should help you keep your shoe stock at 
a minimum, and still let you give good service to your workers. 





first really new development in safety spectacles in years! 


WILLSON 


Style WCS47 
Covered by Design Patent 168,988 


woe hinged bridge gives snug, comfortable fit... 
self-adjusting to any facial contour! 


™ New hinged bridge combines the flexibility of cup- @ Butyrate frame—toughest plastic used for 


e 


type goggles with the lightweight, compact pro- 
tection of safety spectacles. 


One all-purpose size permits universal fit. Bridge 


spectacles. Standard frame is flesh colored, 
fitted with 6-curve Willson Super-Tough® glass 
lenses. Available also with green frame and side- 
shields, fitted with Willsonite* Super-Tough green 


hinge gives automatic adjustment to any bridge glass lenses. 


width from 18-26 mm.; one eye size—47 mm.— 
fits everybody. No need to stock a variety of 
bridge and eye sizes. 


Hinged to fit any face snugly! 


Plastic nose-and-cheek pads provide full closure 
around eye cavity. See how the unique’ hinged 
bridge allows the Contour- 
Spec to open up to fit broad 
faces and close up for narrow 
faces. It's this feature that al- 
lows Contour-Specs to contact 


Contour-shaped adjustable plastic-and-cable 
temples hold spectacles firmly in place. 


Matching sideshields are perforated plastic, pro- 
viding protection at sides—fold back for pocket 
compactness. 


Order a supply of Contour-Specs from your Willson dis- 
tributor. Let your workers try their amazingly greater 
comfort, and see how they're preferred over ordinary 
safety spectacles! 


More Than 300 Safety Products Carry This Famous Trademark 


OD 


WILLSON 


Established 1870 
WILLSON PRODUCTS, INC., 209 WASHINGTON ST., READING, PA. 


Circle No. 21 on reader service card for more information. 
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PANGBORN CELEBRATES 
ITS 50TH ANNIVERSARY 


Thomas W. Pangborn addressed more than 1,000 Pangborn 
Corporation employees during the company’s recent Golden 
Anniversary celebration at Hagerstown, Maryland. The com- 
pany began operations in 1904. 


DUST CONTROL FIRM awards 
commemorative medals to all 
employees during ceremonies. 


THomas G. PANGBORN, founder and president of 
Pangborn Corporation, Hagerstown, Maryland, 
celebrated the 50th anniversary of the establish- 
ment of his company with an open house for 
visitors. 

Pangborn, who is still in active charge of 
company management, and his brother, John C., 
first vice president, were presented a bronze 
plaque commemorating their achievements in 
the fields of blast cleaning and dust control. 

The president of the Hagerstown Chamber of 
Commerce extended the congratulations of his 
group in the form of a resolution passed by the 
Chamber’s board of directors, in recognition of 
Pangborn’s role in the progress and prosperity 
of the community. 

Maryland Governor Theodore R. McKeldin, 
who spoke briefly during the tribute meeting 
held on the Pangborn Corporation grounds, pres- 
ented the official greetings of his state. He noted 
the contribution made by the company to Mary- 
land’s economic well-being, and gave particular 
attention to the support given by the Pangborn 
brothers to religious, charitable, educational, 
scientific, and medical institutions through the 
non-profit Pangborn Foundation. 

On the second day of the ceremonies, em- 
ployees and their families were guests of the 
company for an evening performance of a musi- 
cal revue, brought from New York. 

Commemorative medals, designed by artists 
Joseph E. Renier and Ralph J. Menconi, were 
distributed to all Pangborn workers. 

The company opened for business in New 
York City. It moved to Hagerstown in 1912. 

ee 
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} SABOTAGE 


M® The quickly- 

installed, low-priced 

CHICAGO WATCHCLOCK sys- 

tem is so infallible—so tamperproof—that users 
earn reduced insurance rates. 

Save money on insurance and increase your 
protection against fire, theft and sabotage by 
installing this simple, positive system of record- 
ing your watchman’s activities .. .The CHICAGO 
WATCHCLOCK system quickly pays for itself! 


The first—and still the first 
CHICAGO WATCHCLOCK 


DIV. GREAT LAKES INDUSTRIES, INC. 
© 1532 South Wabash Avenue, Chicago 5, Illinois 
Offices in Principal Cities 


Write today for Folder of 
ILLUSTRATED DETAILS 


Circle No. 22 on reader service card for more information 
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When The 

Fire Whistle 
Blows At Lima 
Refinery, Sohio 
Men Prove That 


¢ 


* 


A HEAT EXCHANGER is enveloped with water fog at the thermal gas plant of the 


Lima refinery, as fire brigade men practice control of high water pressure. 
TO COMBAT A TANK FIRE, brigade members assemble a 55-foot foam tower, raise it A fl RAI KV i N C 


on poles. 





FIRE PROTECTION 
FOR INDUSTRY 
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THE AIR FOAM PUMPER TRUCK is connected to a water hydrant and to fixed pipes which 
lead to the gasoline tanks. A liquid solution is poured into the generator, which mixes 
it with water and air to make foam. Every Lima refinery tank, except a few floating roof 


tanks, is protected by permanent foam lines. 


PROGRAM SLASHES FIRE LOSSES 78% 


More than $750,000 has been poured into fire- 
fighting equipment by Standard Oil Company of 
Ohio for the , rotection of its giant Lima refinery. 

Every device known to be effective in ex- 
tinguishing refinery fires is included. 

There are more than 400 hand extinguishers. 
There are two trucks, a tractor, and two trailers. 
There are numerous two-wheeled carts that can 
be pulled by men or hooked to 
pick-up trucks. There is built- 
in foam piping, and there are 
portable towers — for both 
blanketing tank fires. 

What has this investment— 
plus thorough training for a 
plant fire brigade — brought 
Sohio? 


FIRE INSPECTION ENGINEER Robert 
K. Jewell, in charge of the Sohio fire 
brigade training program, directs a drill 
through the public address system. 
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Well, for one thing, it has slashed plant fire 
losses to as low as 3.7 cents per $100 of insurance 
valuation. The industry as a whole, about this 
same time, was running up a loss of 16.2 cents per 
$100 of insurance valuation. 

For another thing, it has held down fires to 
the point that for a good many years no general 
fire alarm has been necessary. Fires all have 

been kept small. 

Take, for example, a fire that 
occurred in the Lima refinery 
not long ago. 

A two-inch coil inside the 
furnace in the “cat-poly” plant 
split open. Butane, propane, 
and other light gases poured in 
a liquefied mixture over the 
burners. Flames enveloped the 
furnace. 

At once, Sohio workers cut 


Continued on page 44 
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THE TEMPERATURE 
at which every sprink- 
ler will operate is de- 
termined by the type 
of solder used to close 
the sprinkler hole. 
This testing raises the 
temperature to the es- 
tablished fusing point, 
and the time it takes 
for the sprinkler to 
open is recorded. 


THIS FIFTH PART 
OF A SERIES ON 
WHAT THE U. lL. 
LABEL MEANS, 


TEQLS FOO ... 


How Your Automatic Sprinkler 


Has Been Tested 


T'S PRETTY OLD, this idea of spraying water auto- 

matically on fires—old enough that, if it were 
human, it would have a white beard “down to 
here.” 

Back in the beginning, when development of 
the sprinkler system was in its infancy, engineers 
relied on perforated piping installed in parallel 
lines about ten feet apart. That was in 1852. 

This early system was laid out by sections of 
floors. Each section was operated by a control- 
ling valve. 

The plan was not too satisfactory. Water 
wasn’t concentrated at the seat of the fire. In- 
stead, water poured over the whole floor area, 
regardless of how small the fire really was. 
Heavy water damage resulted even in locations 
which the fire hadn’t touched. 

The perforations in the pipes often clogged 
with rust or sediment. That kept water from be- 
ing distributed as it should be. It wasn’t unusual 
to see water flowing everywhere except where 
the fire was. 
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The first automatic sprinkler made in the 
United States came along around 1874. Through 
the years, it has been improved in both reliability 
and design. 

Water damage was cut down when the new 
automatic sprinkler was installed on piping that 
set each sprinkler about ten feet from every 
other sprinkler. Instead of useless wetting down 
of a whole floor area, only the sprinklers close to 
the fire operated. Fire thus could be extingu- 
ished or controlled with top efficiency and with 
minimum amounts of water. 


Solder Sets Heat Rating 


Nowadays, most automatic sprinklers include 
fusible solder for the release of water. This solder 
is made up of several metals carefully mixed to 
melt at some specific temperature. The common 
temperature ratings are 165, 212, 286, and 360 
degrees Fahrenheit. 

Continued on page 70 
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keep safety glasses safe 


keep them clean 


implement your Eye Safety Program by helping your employees 
wipe away their own strongest objection to safety glasses. Quick, 
easy and inexpensive to use, Sight Saver tissues contain the nade vous 
proper amount of silicone to give longer-lasting clarity and lus- GLASSES CLEAN 
ter to lenses. Specified by hundreds of Safety Directors, Sight 
Savers are proved by world-wide distribution and repeated use 
by millions of people. 


© Inexpensive to install and maintain 
® Foolproof; eliminates waste 
@ No fuss, no muss, 











Readily Available 


SIGHT no fluids from leading Safety Supply Houses 

, ; ; SIGHT SAVER DISPENSERS 
install }\SAVERS( cleaning stations Cat. No. 60 (Black) No. 61 
(White) No. 62 (Safety Green) 

$2.50 
Refill Packets (Cat. No. 65) $1.45 
SHOE SAVER 

See SIGHT SAVERS and SHOE SAVER at our Booth 221, Cat. No. 81 (Pints, $2.00, Quarts, 
National Safety Congress, Chicago — October 18-22 $3.75, Gallons, $12.75) Cat. No. 


82 (4 ounce bottles, $0.60) 


Mail Coupon Today for Distributor Listing 


. FIRST IN 
DOW CORNING CORPORATION, Dept. py-24 8 


SHOE SAVER Midland, Mich. SILICONES 


Please send me your complete listing of sourc f suppl 
Durable, water repel- = P by Dee ee 


for SIGHT SAVER Cleaning Stations and SHOE SAVER. 
lent silicone treatment DOW CORNING 


CORPORATION 


Name 





protects, preserves 
leather. Shoes last Company 


longer, stay more comfortable. Address 





Easy and inexpensive to apply. 
City 





Improves morale, cuts overhead. 


Circle No. 23 on reader service card for more information. 
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TRYING TO FREE a jam-up in a packaging machine while the machine is still 
running can result in the loss of several fingers. Operators often think, however, 
that they know enough about the machine they run to try such stunts. 


k ze Dramatic photographs, 
ose " O U ir Own properly used, may help 


your safety program 


What have you done to make sure that your 
workers give the maximum consideration to 
their part in your safety program? Do you really 
promote accident-consciousness? 

Take photographs of your own based on the 
exact conditions in your plant. Show your em- 
ployees doing your operations. Let your workers 
pose for the shots. 

These photographs can be reminders to your 
workers of their part in your programs. Cut them 
out—post them on your bulletin boards—use 
them in posters. 

Look closely. Forget for the moment any re- 
lationship they may have to Phillip Morris & 
Company tobacco processing. You'll see that the 
pictures offer examples of human failure which 
can, and too often do, occur in every plant—yours 
included, perhaps. e e 


YOU’D DANCE TOO, if this had happened to you. Safety 
shoes probably blocked any serious injury to this fellow, but 
there is no safety device yet developed that would stop the 
man who wheeled the truck without looking where he was 
going. 


OCCUPATIONAL HAZARDS 








CHECK A MACHINE before starting 
it. Failure to do so may result in an 
injury to the repairman who is working 
in the operator's “‘blind spot.’ Careful 
inspection of the entire area is needed 
before a machine is turned on, if other 
employees are to be considered. A pic- 
ture of this sort is a persuader. 


HANDLING PALLETS AND SKIDS in 
a sensible way is a simple thing and 
can stop accidents like this. Could be 
that a picture would help keep your 
own employees out of danger when 
they’re handling materials. 


LIFTING HEAVY OBJECTS this way 
spells trouble for the safety director 
as well as for the bound-to-be-in- 
jured employee. You know that 
many back injuries — always the 
toughest to settle from the compen- 
sation angle—occur because work- 
ers didn’t follow repeated instruc- 
tions. Try photographs to solve 
this problem. 


SOMEBODY GOOFED! Just a glance 
by the lift truck operator, or a more 
careful attitude on the part of the 
man behind him, could have kept 
this from happening. This is an- 
other example of how it takes con- 
stant alertness by all employees to 
stop such accidents. 
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what’s NEW in 


COMPENSATION 


FOR SAFETY’S SAKE 


se Koiled Kords’ 








Recent Changes in Occupational Disease 
Provisions .. . 


... Only two states, Mississippi and Wyo- 
ming, are still without provisions for com- 


on portable tools and machines | 


THAT MOVE... 











Koiled Kords retractile power cords extend or retract 
as the tool or machine moves. There is no looping, 
drooping, dangling cord to catch, tangle and cause 
troublesome delays and possible accidents. 

Look at your plant and you'll find many places 
where retractile cords will eliminate hazards. Koiled 
Kords extend to five times their retracted length and 
on release return to their neat, out-of-the-way coil. 
Koiled Kords are jacketed in neoprene for long 
wear, abrasion resistance and resistance to oil, 
grease and chemical fumes. Koiled Kords are ob- 
tainable in 48° mandrel lengths or made into cord 
sets to your specifications. Underwriters’ Laboratories 
Types SO, SJO and SV available. 


Write for Koiled Kords bulletin showing many uses. 


© 1954 


Koiled Kords 


Incorporated 


RPPPAPPPAPRPRAA 


Box K, New Haven 14, Connecticut 
In Canada: R. D. Fleck & Co., Ltd., Oshawa, Canada 
*Koiled Kords is a trademark of Koiled Kords, Ine, 


Circle No. 24 on reader service card for more information. 
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pensation for occupational diseases. 

The two latest states to provide occupa- 
tional disease coverage are Kansas and 
Oklahoma. The Kansas law is a separate 
enactment while in Oklahoma the cover- 
age is made by amendment of the Work- 
men’s Compensation Act. Both states now 
cover specifically scheduled diseases, in- 
cluding silicosis. The Oklahoma list in- 
cludes asbestosis but Kansas omits it. 

A provision in the Kansas law states that 
the commission may cancel the award and 
end compensation if (a) the workman has 
returned to work for the same or another 
employer and is capable of earning the 
same or higher wages than he did at the 
time of disablement, or (b) is capable of 
gaining an income from any trade or em- 
ployment which is equal to or greater than 
the wages he was earning at the time of 
disablement. 

This far-sighted provision will avoid dif- 
ficulties which come up in many other 
states when there is a change of employ- 
ment with no wage loss. The law also 
provides that compensation may be drop- 
ped when the employee absents himself 
from the United States or when he makes 
it impossible for the employer to have rea- 
sonable physical examinations made by 
his physician. 

One of the most interesting develop- 
ments in the field of occupational diseases 
came about recently in Wisconsin. In 
1951, a claim for compensation was filed 
by a drop forge employee for permanent 
partial loss of hearing in each ear as the 
result of noise in his plant. He claimed 
that his impairment of hearing was a di- 
sease within the meaning of the Wisconsin 
statutes. The Industrial Commission 
agreed, and an award was made even 
thought there was no economic loss to the 
employee. The case was appealed by the 
insurance carrier, and in 1952 the circuit 
court reversed the findings of the Indus- 
trial Commission on the grounds that there 
was no wage loss. On October 6, 1953, the 
Supreme Court of Wisconsin handed down 
its decision in the case of Wojcik v. Green 
Bay Drop Forge Company, reversing the 
circuit court and reinstating the award. 

A few months earlier, the Wisconsin leg- 
islature, wary of a possibility of many 


Continued on page 65 
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SAFETY GOGGLES WHEN USING 
THIS MACHINE 


























YOUR EYES 





SIGHT is a gift to be eneuee 
treasured. Yet care- 

lessness too often robs 

the worker of this, his 

priceless possession. 


Impress upon your employees the 
vital importance of protecting 
their eyes. Wearing goggles is 
one very sure way. Keep telling 
them—with the right signs, either 
stock or special worded. 


STONEHOUSE SIGNS 


The loss or impairment of hearing is another 
hazard. Protect your workers’ ears from shat- 
tering, harmful noises in the plant. A worker 


P ‘ : If you haven't our complete 
who can’t hear well is a real accident hazard. te P 


Catalog—64 pages, in full 


color— it's free on request. 
Yep SIGNS, inc. MANUFACTURERS © Stonehouse Bldg., 9th at Larimer 


“Signs Since 1863” P Denver 4, Colorado 
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FLASH BULB PRODUCTION starts by coating the interior of each bulb with an inflammable lacquer-plastic. An automatic 


fire extinguishing system is constantly on guard at the machine. 


HANDLING ZIRCONIUM? . .tere’s Sylvania’s 


IRCONIUM, dry or wet, is mighty tough to 

handle. In powdered form, it can, at the 
drop of a hat, burst into flame so violently that it 
explodes. Wet, it still is inflammable and a dan- 
gerous fire hazard. 

Normal safety standards demand that the 
powder be used only with the greatest of care. If 
at all possible, zirconium should be handled 
where it cannot react violently to the oxygen in 
the air. It should be shipped in glass bottles, 
stored in small quantities (preferably moist) 
away from static electricity and oxidizing agents. 

Photo flash bulbs are made in large part of 
zirconium, which goes into the essential “flash 
element. 

The Sylvania Electric Products Company, at 
its Photoflash Division, Montoursville, Pennsyl- 


vania, faced up to the dangers of zirconium and 
arrived at a safety program that attacks on sev- 
eral fronts the orthodox methods of processing 
and handling the stuff. 

To understand precisely how and why Syl- 
vania adopted the plan it did, it is necessary to 
know something of how flash bulbs are manu- 
factured. 

As is true with so many products these days, 
bulbs are made on the straight-line principle. 
Parts are assembled and put into the bulbs at 
various points along the line, until the com- 
pleted bulbs finally arrive at the shipping 
department. 

Manufacture begins when the inside of the 
glass bulb is sprayed with an inflammable 
lacquer-plastic. The bulb moves down a long, 
gas-fired drying tunnel, after which it receives 





Do you do things “‘by the book’’? Here’s evidence from 


experience that standard rules sometimes may be wrong. 
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FLASH BULB FILAMENT is automatic- WIRE-LIKE TUBING on the wall above ZIRCONIUM is stored in two-pound lots 
ally lowered into the zirconium paste the technician’s head is part of the fire- 
pot by this machine. If a fire occurs, detection apparatus which honeycombs 
the operator sets off an extinguisher. the Sylvania zirconium laboratory. 


in the dispensing laboratory. The met- 
allic powder is highly explosive, and must 
be kept stored under water. 


Unorthodox Program 


a “good bulb” test. Then, the bulb is filled with 
a specified amount of thread-like aluminum foil 


—specified according to the size of the bulb— FIRE DETECTOR (above) beneath the paste vat will trigger 
which is cut to the correct length. 


the carbon dioxide cylinder automatically . . . OPERATOR 

In a different plant area, Sylvania employees (below) of a filament-coating machine controls the extin- 
put together the stem, or mount, which consists guisher manually. 
of glass tubing and two copper wires that are 
fused into a single piece. The “flash” element is 
coated with zirconium paste. 

The aluminum-filled bulb, with its lacquer- 
coated interior, is attached to the mount by a 
heat-treating process. The whole assembly moves 
on to receive the metal base. Finally, the outside 
of the bulb is coated with inflammable lacquer- 
plastic, dried in a gas-heated tunnel, and (after 
inspection) packed for shipment. 

The most hazardous section of the plant is that 
given over to zirconium processing and storage. It 
is in this section that Sylvania tends to shy away 
from orthodox methods. 

The powdered metal, immersed in water, 
reaches the zirconium laboratory in 50-pound 
kegs. It is immediately divided into two-pound 


Continued on page 74 
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..Another good reason for 


switching to Scott Wipers! 


Hustead of having to leave the 
job to get clean wiping material, 
workers keep a box of Scott Wipers 
next to them all day long. This 
simplified system of distribution 
and control saves valuable pro- 
duction hours. 


Scott Wipers are sanitary, dis- 
posable. They end the laundering 
problem . . . greatly reduce the 


costly scratches and digs in fin- 
ished work caused by chips lodged 
in wiping materials. 

They are soft and absorbent, 
yet each Scott Wiper is two-ply 
and tough. 

Whatever you’re using now— 
compare them with Scott Wipers 
for cost, convenience, perform- 
ance. 


The Scott representative or distributor in 
your area will be glad to help you set up a 
production-line demonstration in your plant. 


Call him or mail the coupon today. 














Scott Paper Company, Dept. OH-12, Chester, Pa. 
Please send me full information on Scott Industrial Wipers. 


Po: ition 








Company 





Address City 
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VP! 


uP! 


AN 


x DESIRED 


EASILY..." 
SAFELY... 
ECONOMICALLY 


HI-LIFT 


EXTENSION 
SCAFFOLD 


Models extend from 6 ft. 
10 in. (can be made 
lower) to any desired 
height. Hand or electri- 
cally operated. Comes to 
you ready for work — 
no erection required, no 
loose parts. Built to meet 
individual requirements. 
Ideal for painting, light- 
ing, cleaning, and all 
overhead maintenance, 
Pays for itself in time and 
labor saving. 


Also Makers of 
HI-LIFT PORTABLE WORK 
PLATFORM 


and # 
ATLAS PORTABLE LOADING i 
iE 





PLATFORM 


Write for 
Complete Information 


ATLAS 


INDUSTRIAL CORP. 
852 39th Street | 
Brooklyn 32, N. Y. 























Circle No. 27 on reader service card. 
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The Personal Touch 

















Virginia Hammons and O. O. Beckner, both of the production 
area mechanical maintenance unit which originated this 
safety poster for the General Electric Hanford Atomic Prod- 
ucts Operation, point out how the chart is used. 


Poster 
Points Up 
Personal 


Protection 


A chart that graphically reminds workers of 
safety hazards has been developed by General 
Electric employees at the Hanford, Washington, 
atomic energy plant which the company operates 
for the government. It is one that can be adapted 
for any plant in any industry. 


The chart, right side, illustrates the most com- 
mon causes of accidents at the plant and keeps 
an up-to-date accounting of the number of each. 
Numbers are posted on round reinforced card- 
board tabs which are set on hooks attached to the 
chart itself. Illustrated causes of accidents are 
failure to use hard hat, gloves, safety shoes, 
goggles or face shields, or protective clothing, or 
the use of broken tools or a “lame brain.” “Lame 
brain” accidents far outscore all other types. 


The number of injuries occurring to each part 
of the body is illustrated by hanging tabs (with 
the number of injuries on them) on the appro- 
priate body portions. By far the most injuries 
occur to the fingers of workers. At the time the 
picture was taken, one-third of the accidents had 
been finger accidents. 


The chart is maintained on a year-to-year 
basis. At the bottom a running account of injur- 
ies per month and per current year is kept. e e 
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REHABILITATION ... 
Continued from page 24 





must have on its staff special- 
ists in many fields: internal 
medicine, heart disease, ner- 
vous disorders, general surgery, 
orthopedics (correction of phy- 
sical deformities) , X-ray exam- 
ination and treatment, urology 
(analytical and medical study 
of the urine), and rehabilita- 
tion. 

e The hospital must diag- 
nose and predict the course of 
the disability. It must recom- 
mend treatment. One of its 
staff physicians must immedi- 
ately report to the patient’s 
doctor, with two duplicate cop- 
ies to the Workmen’s Compen- 
sation Board. The Board must 
forward one copy of the report 
to the employer or, if he is in- 
sured, to the insurance com- 
pany. 

e No physician at the hos- 
pital may render medical care 
to the patient, or even discuss 
treatment with the patient, un- 
less the attending physician 
authorizes it. When the diag- 
nosis and recommendations 
have been completed, the pa- 
tient must be sent back to his 
own doctor. 

e Observation by hospital 
specialists must be permitted 
for as long a time as they think 
necessary. They are allowed to 
undertake any diagnostic pro- 
cedures required in order to 
reach satisfactory conclusions. 

e The employer or his insur- 
ance company may at any time 
ask the attending physician to 
refer an industrial accident or 
illness victim to a hospital, no 
matter what period of disabil- 
ity or what kind of injury may 
be involved. 


Costs Borne By 
Employer Or Insurer 


The costs of this entire pro- 
gram, if it is put into operation, 
will be borne by the employer 
or his insurance carrier. These 
costs include necessary trans- 
portation for the compensation 
claimant, board and lodging, 
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medical fees, and laboratory 
expenses. 

The report made as a result 
of the examination will be ad- 
visory, rather than binding, on 
the attending doctor. However, 
if some different procedure is 
used from the one recommend- 
ed, either the employer or the 
insurance company may file an 
objection to it. 

In a case like this, neither 
the employer nor his insurance 
company will be liable for the 
costs of the unrecommended 
care unless the Workmen’s 
Compensation Board, after con- 
sidering all the facts, finds that 
the treatment is in the claim- 
ant’s best interests. 

If the attending physician re- 
fuses to refer the claimant to 
the hospital, or if the claimant 








The Task Force on the 
Handicapped, in a report 
to the chairman of the 
Manpower Policy Com- 
mittee, Office of Defense 
Mobilization, found in 
1951 that 4,430 persons 
injured on the job while 
covered by workmen’s 
compensation insurance 
were returned to work 
under the Federal-State 
program, but that the 
average time-lag between 
injury and referral to vo- 
cational rehabilitation 
agencies was seven years. 








refuses to take the medical 
treatment recommended in the 
report, the patient may not re- 
cover compensation as long as 
the refusal continues. On the 
other hand, the Workmen’s 
Compensation Board may say 
that the refusal is justified by 
the facts; and in this event, 
compensation will be paid. 

The report and recommenda- 
tions made by the hospital or 
center will not be taken as evi- 
dence as far as the question of 
cause-and-effect is concerned. 
They will be used solely to 
guide rehabilitation. 

No physician on the staff of 
a hospital or center will be al- 
lowed to participate in exam- 
inations of patients if he is em- 





ployed regularly, either full- 
time or part-time, by a self- 
insured employer or by an in- 
surance company which is au- 
thorized to handle workmen’s 
compensation coverage. 


Program Has 
Many Advantages 


This program has many ad- 
vantages. 

Leaders of industry and la- 
bor alike know the value of 
hospital facilities, and have 
been urging more extensive 
use of them so as to increase 
our medical resources. 

Specialists in industrial med- 
icine call community hospitals 
the first line of treatment. 

With the many voluntary 
non-profit hospitals acting as 
the core of medical treatment, 
there are immediately avail- 
able facilities which would re- 
quire millions to duplicate if 
the state or some other agency 
tried to develop them. 

Finally, no pirating of pro- 
fessional or nursing staffs is 
necessary under the program. 
Doctors and nurses are in short 
supply; this program merely 
makes certain that the avail- 
able personnel is fully used. 

Today, when an attending 
physician sends a patient to a 
specialist for examination, the 
specialist often concerns him- 
self only with the immediate 
problem, and pays small atten- 
tion to other physical and men- 
tal factors that may contribute 
to the disability and prolong 
the time it lasts. 

The hospital or rehabilitation 
center provides, under one 
roof, a whole group of special- 
ists. Working singly or as a 
team, they can be expected to 
diagnose disability and recom- 
mend the best treatment—and 
to keep all factors surrounding 
the patient in mind. 

Early in the treatment, the 
attending physician’s own di- 
agnosis and plans can be check- 
ed. That is important. Know- 
ledge that his work will be 
gone over carefully by his 
medical colleagues will make 
the doctor even more thorough. 

The main problem, in these 
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cases, is not to avoid having 
treatment undertaken by un- 
qualified men, but to be cer- 
tain that the quickest and most 
effective treatment is given the 
patient. He can return that 
much faster to gainful employ- 
ment. 

Non-profit hospitals are a 
community responsibility. They 
are established and maintained 
by the community. People take 
pride in building up hospital 
facilities and in maintaining 
high standards of care. 

Since the best in medical 
treatment should be the mini- 
mum aim of compensation pro- 
grams, it is only right that 
liberal use should be made of 
the community hospitals and 
centers. 

Insurance companies have set 
up special rehabilitation cen- 
ters to take care of cases which 
arise among those employed by 
their clients. 

These special centers have 
done fine work and have per- 
formed a _ great service in 
making rehabilitation a part of 
our thinking in compensation 
programs. They are limited, 
however, in the numbers they 
can admit. Furthermore, the 
patient often must go hundreds 
of miles from his home to take 
advantage of a center. 


Development 


Of Plan Is Vital 


Development of community 
hospitals along the lines sug- 
gested by the Commerce and 
Industry Association’s plan is 
vital. It uses facilities close to 
the patient’s home, where fam- 
iliar surroundings, relatives, 
and friends can encourage him 
and speed his progress. The 
special rehabilitation center 
still can be used when the need 
arises — when local hospital 
equipment or staff members 
cannot meet the particular re- 
quirements. 

Knowledge gained by the 
hospitals in diagnosing and 
studying industrial disability 
cases will benefit them in the 
handling of off-the-job cases, 
too. It has been found that it 
usually is better for the patient 
if he is in a hospital with others 
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who do not have work-con- 
nected disabilities. 

Rehabilitation specialists re- 
alize that it is important to the 
patient to see what others, 
sometimes worse off than he, 
can do. This encouragement by 
example is of extreme value in 
developing the patient’s re- 
sources—in helping him use 
what he has, in cultivating new 
abilities. 

On the other hand, isolating 
the victim of industrial disabil- 
ity — making him someone 
apart from the community— 
setting him off as requiring 
something “different” in med- 
ical care—definitely tends to 
slow up his recovery. 

The tools are at hand. The 
main job—to use them —is 
ahead. e e 





TRAINING PAYS OFF... 


Continued from page 31 





off the flow of gas, shut off the 
furnace fuel. Fire brigade men 
laid hoses and aimed nozzles at 
the fire — and then stood, 
watching the flames flare up, 
without turning on the water. 

Why? Training had driven 
one idea into the _ brigade: 
throwing water immediately 
on a fire of that type might 
spread vapors to other furnace 
units, causing an explosion and 
a much larger fire. 

As it was, the blaze burned 
itself out within 10 minutes. A 
small amount of water then 
was used on smoldering insul- 
ation. 

The result: 

Damage was held to destruc- 
tion of insulation on the furn- 
ace and piping, wiring on furn- 
ace controls, warping of fuel 
lines, and scorched paint—total 
cost, $4,299. That was minor. 
Truly huge losses could have 
been involved had the men, 
panicky at the sight of sudden 
fire, tried to smother it with 
water. 

The training of firemen, So- 
hio officials felt, had paid off 
again. 

There are six fire brigades 
working at the big Lima refin- 


ery. Two 18-man brigades from 
the mechanical department 
drill weekdays. Four other 
brigades, each with 14 men, are 
drilled by shift foremen on 
Sundays, when the mechanical 
crews are off duty; these four 
brigades all are drawn from 
the processing units. 


Unexpected Drills 
Help Hold Down Losses 


“Big shot” in the training 
program is Fire Inspection En- 
gineer Robert K. Jewell. Jew- 
ell stages make-believe fires at 
his drills, jumps from proces- 
sing unit to processing unit, 
from tank battery to tank bat- 
tery. Variety, he believes, is 
the spice that keeps fire losses 
down. 

Every tank battery, every 
processing unit, has its own 
fire whistle. Brigades never 
know which whistle will sound 
when a drill is to take place. 

What might be called a “ca- 
tastrophe plan” provides that, 
in the event a major disaster 
hits, two sirens on top of the 
boiler house will go off with a 
racket that can be heard for 
miles. 

If that ever happens, all re- 
finery employees, including 
those off work, will report 
without delay and take over 
the special duties assigned to 
them under a thorough-going 
program. Engineers will direct 
traffic. Office girls and labora- 
tory workers will guard the 
gates, patrol the fences, keep 
track of employees reporting. 
Operating crews will stand by 
the processing units. 


Human Note 
Sounded Always 


Above all, the human note is 
sounded in the Sohio training 
schedule. Fire brigade mem- 
bers are definitely taught, not 
only how to use efficiently the 
equipment they are furnished, 
but to take no unnecessary 
risks. 

“No person is to take jue 
chances in fighting a fire,” de- 
clares S. R. Bolles, refinery 
manager. “A piece of equip- 
ment can be replaced; a man’s 
life, never.” e e 
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ry You Need 


Professional Services 





at Every Step 


to make your Eyecare Program Produce! 


In your plant, you would hesitate be- 
fore placing a lathe operator at a draw- 
ing board or a draftsman at a lathe. In 
this age of specialization, each to the 
job he does best.* 

However, in industrial prescription 
eyecare, there have been occasions 
where ALL the necessary services have 
not been performed by the only people 
competent to perform them — the spe- 
cialists in eyecare. In these instances, 
industry has not received the maximum 
benefits of a visual correction program 
which can only come when the safety 
prescription glasses are verified, cor- 
rectly positioned and comfortably 
fitted by a professional specialist. These 
professional responsibilities are as neces- 
sary as the earlier steps of professional 
examination, refraction and prescrip- 
tion. 

Corrective-protective glasses made 
by American Optical Company meet 
all safety requirements. Super Armor- 
plate lenses carry this mark fy! indi- 


TT.M. Reg. by American Optical Company 


cating that they are heat-strengthened 
and meet rigid specifications for thick- 
ness and impact resistance. Frames are 


made of corrosive-resistant metal or 


non-flammable plastic and are de- 
signed to provide the finest in safety 
equipment. They also carry the A‘ 
trademark. Always look for it! 

You as Safety Director know the 


value of adequate professional services 


in prescription eyecare and the high 
quality standards maintained by AO in 
the manufacture of lenses and frames. 


Visual safety programs under your 


supervision will pay off to the greatest 


degree in accident prevention, im- 
proved worker output and lowered 
costs when you combine the complete 
services of eyecare specialists with the 


finest in eyecare materials. 


*Safety is our business — and the business of Industry. Examination, refraction, verification and the fit- 
ting of prescription glasses are the responsibilities of the professions. 


American Optical 


SAFETY PRODUCTS DIVISION 


SOUTHBRIDGE, MASSACHUSETTS * BRANCHES IN PRINCIPAL CITIES 


Circle No. 28 on reader service card for more information. 
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The NEW M-S-A TACEGARD 


... gives workers the 
comfort they want 
—the protection 

they need 


Workers everywhere are 
giving the new M.S.A. Face- 
gard their vote for the best 
in comfort and protection 
against flying objects, abra- 
sives, dusts, chemical splash. & 
And there are good reasons 
why . 2 
ae ride- -open spaces between face and visor dlisainane the 
annoying, time-consuming practice of coming up for air. 
. The attractive green half-cap, fiber glass reinforced, is 
unusually light ... A foam rubber sweatband cushions head- 
gear against worker’s head for comfort . . . Elastic headband, 
adjustable to all sizes, frees wearer of pressure-points ... All 
visors are 12 inches wide with a choice of length, thickness, 
clear or medium green shade . . . Permits wearing of the 
popular Dustfoe #55 Respirator when needed. Write for 
details today. 


MINE SAFETY APPLIANCES CO. 
201 North Braddock Avenue 
Pittsburgh 8, Pa. 
76 Branch Offices in the United States 
Circle No. 30 on reader service card for more information. 





SAFETY EQUIPMENT FOR ALL INDUSTRIES 


L 
d 


Workers and passers-by are protecte 

from harmful rays given off by weld- 

ing operations. Also serve as a pro 

tective shield against flying chips an 
scale. Made of special fameproof and waterproof canv 
—or asbestos—complete with eyelets for suspending o 
rod or pipe support. 


His MWS 


SS 


Be 
SS 


OMG 


s 


WRITE FOR BULLETIN NO. 43 


Y 
(PCD Safety Equipment for all Industries 


INDUSTRIAL PRODUCTS aml 


_ eseseo N. FOURTH STREET @ PHILADELPHIA 33, PA. ] 
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Circle No. 29 on reader service card for more information. 
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Useful Literature 











FOUR CASE HISTORIES showing how dust conditions in 
various operations are prevented by using local ex- 
haust ventilation employing “Dustube” dust collectors 
are included in a bulletin entitled “How to Save 
Money in 1954” presented by American Wheelabrator 
& Equipment Corp. Pointed out are the saving of 
materials expense, improvement of working condi- 
tions, and plant efficiency resulting from elimination 
of dust. 


Circle No. 91 on reader service card for more information. 


FELT HELMET LINERS, one-piece fleece-lined head 
warmers, and fur-lined ear muffs are described and 
illustrated in a release by Louis A. Gann Corp. These 
“Head-O-Gard” liners are illustrated in the release 
and various applications are described. 


Circle No. 92 on reader service card for more information. 


ALUMINIZED ASBESTOS protective clothing is presented 
in a 6-page folder available from Industrial Safety 
Specialties Co. Swatches of the aluminized asbestos 
material are attached to the folder for examination 
purposes. Photographs of firemen’s coats, hoods and 
gloves and the insulated fire rescue suit are included. 


Circle No. 93 on reader service card for more information. 


SAFETY BELTS, designed initially for tractor drivers, 
but with application to lift-truck operators are de- 
scribed in a release from Dooley Co. The release covers 
in detail the manner in which the machine is auto- 
matically stopped when the operator dismounts, either 
intentionally or accidentally. Installation instructions 
are included. 


Circle No. 94 on reader service card for more information. 


COMPLETE PROTECTION against explosion hazards of 
burning fuel is described and illustrated in installa- 
tion bulletin CF-30 available from Combustion Con- 
trol Div., Electronic Corp. of America. Covering the 
“Fireye” Combustion Control system, the 16-page 
bulletin provides complete information on flame fail- 
ure protection and programming for commercial 
burners. 


Circle No. 95 on reader service card for more information. 


POCKET SIZE, the “Safety Hints in Grinding” booklet 
published by Besly-Welles Corp., presents the wrong 
and the right ways to test, mount and use grinding 
wheels and discs with the greatest safety in a humor- 
ous cartoon style. 


Circle No. 96 on reader service card for more information. 


A MANUAL FLOATING 10,000-lb. capacity hydraulic 
ramp for loading docks is covered in a fully illustrated 
catalog sheet. Describing the “Commercial Adjust-A- 
Dock,” the catalog sheet features photographs and 
engineering drawings, operating and design features 
and detailed specifications. 


Circle No. 97 on reader service card for more information. 
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INDUSTRIAL GLOVES made from Surety Rubber Co.’s 
“Surseal” material are presented in a brochure avail- 
able from the manufacturer. Graphs showing lab test 
results for tensile strength, snag resistance, and swell- 
ing are included along with a partial comparison list of 
natural rubber, neoprene, and Surseal gloves when 
used with various products and chemicals. 


Circle No. 98 on reader service card for more information 


THE COMPLETE LINE of blast cleaning machines, dust 
filters and welding fume collectors manufactured by 
Ruemelin Mfg. Co. is covered in bulletin 100-A, an 8- 
page illustrated bulletin available from the manufac- 
turer. Application features are included 


Circle No. 99 on reader service card for more information 


STATIC ELECTRICITY PROBLEMS in your plant may be 
solved with the installation of “Magic Wand” electro- 
static neutralizer bars, according to bulletin 125, avail- 
able from Herman H. Sticht Co., Inc. The bulletin 
explains how application of these neutralizer bars 
eliminates costly fire hazards and describes in detail 
the safety, economy, and quality of the bars. 


Circle No. 100 on reader service card for more information 


NON-EXPLOSIVE in case of fire, spill proof when upset, 
and highly crash resistant round pressure type safety 
fuel tanks are described and illustrated in a folder 
available from American Safety Tank Co. A cut-away 
view illustrates component parts. Installation vari- 
ations and complete specifications are included. 


Circle No. 101 on reader service card for more information 


Continued on Page 48 


LOOKING FOR SPEED...SAFETY...SAVINGS? 
THEY’RE YOURS WITH A 


CAR PULLER 


ies tote 


LO-HED 


IT’S BEEN PROVED On installations everywhere! Install a 
Lo-Hed Car Puller at your siding, and cars will be loaded 
and unloaded in far less time. You'll also eliminate a fre- 
quent cause of industrial accidents. And for full measure, 
a demurrage costs will be cut and you'll get no more 
ills for shifting charges. 

Lo-Hed Car Puller is a real money-saver inside a plant, 
too. Electrically driven, rugged, it pulls anything in its 
capacity that can roll or slide. Write for full information. 


LO-HED MEANS LOW OVERHEAD 


AMERICAN ENGINEERING 


COMPANY 


2429 Aramingo Avenue * PHILADELPHIA 25, PA. 
AE Products are: Taylor and Perfect Spread Stokers, Marine Deck Auxiliaries, 
~ Hydramite and Hele-Shaw Fluid Power, Lo-Hed Hoists, Le-Hed Car Pullers. 
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UNITIZED 
DUST 


With Torit Unitized Dust Control You... 


W get custom installed units 
tailored to each dust creating 
machine. 

¥ eliminate bother, expense and 
overhead of centralized control. 

¥ operate units only when 
necessary. 

¥ eliminate waste of power 
and suction by machines not 
Operating. 

¥ eliminate the dust problem at 
its source . . . where it should 
be stopped. 


Furthermore, Torit designs 
these units to suit your require- 
ments. No matter what your dust 
problem, Torit can solve it. 

Our engineers will be happy to 
call on you, without obligation on 
your part, to show you how you 
can use Torit Unitized Dust Con- 
trol to your advantage in plant 
efficiency and ultimate profits. 


MANUFACTURING 
COMPANY 


See our catalog in Sweet's 
Machine Tool File, or write: 
311 WALNUT STREET, ST. PAUL 2, MINN, 
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ALBINA 
WIGElT Wie iGilt 
CLIMBER 


Weight: 

Electric, 175 Ibs. —Air, 165 Ibs 
Payload: 

800 Ibsa including 100-Ib. plank 








Drum Capacity: 150 5/16 wire rope 
Speed: 20 per min. 
Climber Dim. 17° wide, 32° long, 

56” high. 
Motor: G.E. /, h.p. 108/230 volt 
Weight: Climber, including-detachable 

single basket, 225 Ibs. 
Frame: Steel tubing. 

Write for Catalog No. LM1154 


Electric and Air Swing Stage or Basket 


ALBINA ENGINE & MACHINE WORKS 


2100 N. ALBINA AVENUE + PORTLAND, OREGON 
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Western Stove Works 


Saves 
Fingers 


with 


Western Stove Works, 

well-known California 

manufacturer — like so many punch press users — 

saves workers’ fingers by using Pres-Vac Safety Feeders, keeping 
fingers away from press ram. Pres-Vac Safety Feeders enable 
operator to feed part or blank into die from a safe distance of 14 
inches. Fear of injury is eliminated and operator efficiency increased, 


Also AIR Pres-Vac operates from compressed air at 45 lbs. pressure 
BLAST VALVES which passes through a venturi to create a vacuum. 


Write for FREE Catalog 
AIR DIVISION 


4171 RAVENSWOOD AVENUE 
CHICAGO 13, ILLINOIS 


District Offices: DETROIT and CLEVELAND 
with Sofety 





eae . Much Will 
+2 This Reduce 
Your Yearly 
GLOVE 


LEATHER “at Cost? 
RUBBER OR COTTON 


THIS IS WHAT “WASH- RITE” DOES... 
Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COM- 
PLETELY REPAIR, sort, reshape, pair and ship them back to you 
as serviceable as new. Depending upon the gloves and their 
usage, gloves are being re-claimed by us 3 to 5 times. We 
specialize only in laboratory controlled re-claiming of rubber, 
leather and cotton gloves, aprons and clothing. Write for 
literature. 
10 Years of Proven Service 


YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 
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CHEMICAL PELLETS for ice 
and snow removal are covered 
in a new illustrated catalog 
sheet available from Monroe 
Co. Application methods for 
this X-73 chemical, along with 
explanation of its rust inhibit- 
ing and heat retaining proper- 
ties are included. 


Circle No. 102 on reader service card. 


METHODS OF TESTING em- 
ployee hearing ability through 
use of the I.A.C. standard Au- 
diometric prefabricated testing 
room and a list of results which 
should be obtained are includ- 
ed in a booklet available from 
Industrial Acoustics Co., Inc. 
Described are safeguards for 
employers against heavy fin- 
ancial losses caused by in- 
creases in insurance premiums. 
Circle No. 103 on reader service card. 


METAL SAFETY GLASSES in 
series F-4100 are presented in 
a four-page brochure released 
by American Optical Co. Fea- 
tures of these “Ful-Vue” glass- 
es are both completely de- 
scribed and clearly illustrated. 
Recommended uses are also 
listed. 


Circle No. 104 on-reader service card. 


RESULTS of chemical spray 
tests on splash-resistant indus- 
trial clothing are contained in 
a catalog available from Chem- 
Wear, Inc. A complete cover- 
age of this Dynel clothing is 
included along with explana- 
tion of the laboratory rating 
given the material. 


Circle No. 105 on reader service card. 


ARE YOU PREPARED in case 
disaster should strike your 
plant? If not, a 14-page book- 
let available from Mine Safety 
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Appliances Co. should be of in- 
terest to you. Booklet 5000-4 
suggests the protective cloth- 
ing and equipment needed by 
members of the various teams the safety 
which industrial plants should 
organize to handle a disaster. 


r 
Included in this _ illustrated measure 


booklet is a check-chart to help ’ 4 
you determine whether your your firm s 


various disaster-control teams 


are properly equipped. purchasing 
Circle No. 106 on reader service card 

department 

will thank 


A MAJOR IMPROVEMENT in satan ss ta ta 
electrically-operated, automa- you for 
tic carbon dioxide fire extingu- \ 
ishing systems is discussed in introducing ' 
a 12-page, two-color brochure 
available from Walter Kidde & 

Co., Inc. Electrical wiring di- 
agrams and cross-section views 

of the control mechanism and INSTITUTE OF 
discharge relays, as well as 


complete descriptions of the INDUSTRIAL LAUNDERERS 


components, are included } 
Circle No. 107 on reader service card. 1627 K Street, N.W., Washington 6, D.C. 
Active Members: National Safety Council; 
American Standards Association 





Safety records go 
UP, costs go down... 
when the right work 
garments are rented 


for every job. Facts 


costly. Write today 


for full details. 











A WORK KIT for applying lift Circle No. 36 on reader service card for more information 
truck standard performance 
data is available from Yale & 


Towne Mfg. Co., Yale Materials TWO OLD STANDBYS... 
Handling Div. Included in the ACCEPTED AND APPROVED BY INDUSTRY 
kits are typical materials hand- 
ling examples to demonstrate 
standard techniques for appli- 
cation of the data as well as 
charts that provide times neces- 
sary for basic truck motion 
elements. With the kit you can : , ore: , 
predetermine time necessary men a She 
for fork lift trucks to perform eee — ——— 
specific operations. PRACTI-KREME . . . the effec- PHLO®.. . neutral skin protector 
Circle No. 108 on reader service card. tive skin protector and cleaner for now fortified with silicones. Effec- 
over 15 years. Check dermatitis tively bars bacteria, irritants and 


before it starts. Apply before work soil. Magic silicones make Phlo 
to provide flexible, fat-based coat- water-repellent, adhesive, non- 


. ing over skin. Moistened and toxic. Try it... you'll be con- 
COMPLETE PROCEEDINGS of rubbed to a lather after work, vinced that new Phlo should be in 
the 1953 convention of the In- Practi-Kreme cleans completely. daily use in your plant. 


ternational Association of In- 


dustrial Accident Boards and NEW PHLO WATERLESS... THE “BEST BET’ 
Commissions featuring work- IN THE WATERLESS HAND CLEANER FIELD 
men’s compensation problems New Waterless Phlo removes industrial 
have been made available bv : 3 eS wrongs Hegpetoe 2 
the Bureau of Labor Standards, wo ot; Seunahann tite tn enti aie 


use, Waterless Phlo is milky white, smooth 
U. S. Department of Labor. In in consistency. Management and workers 


: : ; i “eels. (Tae appreciate the time-saving convenience of 
addition to committee reports having 0 jer at their Gagertios slways. 
and discussion, Bulletin 172 in- mt Write for Free Test Samples Today 
cludes many papers by promi- SEE US AT BOOTH 206 
nent workmen’s compensation 


ae CHEMICAL SPECIALTIES, INC. 
officials. 


54 Waltham Avenue, Springfield 9, Mass. 
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Temporary Work May 
Mean Total Disability Payments 


SHOULD THE FACT that the injured employee does 
not usually do the type of work in which he was 
injured have any relation to the length of time 
he receives compensation? A Louisiana court 
answered that one. 

e Harold Nubles, a student at Louisiana 
State College, took a summer job performing 
manual labor for the Texas Gas Transmission 
Corporation. He was injured on the arm in the 
course of his employment when he was struck 
by an axe wielded by a fellow employee. He 
was awarded compensation for total disability 
not to exceed 400 weeks. 

Nubles’ employer fought the decision of the 
lower court, stating that Nubles was not totally 
disabled even though the effects of the injury 
prevented him from performing further manual 
labor. Nubles, the employer contended, was a 
student, and his injury would not prevent him 
from continuing his studies after the summer 
was over and he returned to college. 

e The fact that it was merely a su:amer job, 
held the court, had no bearing on the case. “The 
test of permanent and total disability is whether 
the injured employee is capable of performing 
the work or occupation in which he was engaged 
at the time of the injury.” 

Claim allowed. 

Nubles v. Texas Gas Transmission Corporation: 
Court of Appeal of Louisiana, Second Circuit, 
April 22, 1954. (72 So.2d 565) 


When May Going To Work 


Produce Valid Compensation Claims? 


A NEw JERSEY EMPLOYER sought to apply to his 
employee the general rule regarding injuries 
while en route to the job. 

Miss Cerria was employed at a newsstand 
maintained by the Union News Company in the 
Hudson and Manhattan Railroad Terminal at 
Journal Square, Jersey City. Newspapers and 
incidentals are sold at the stand. The station and 
the newsstand are below street level, and the 
railroad company has provided stairways, ramps, 
and elevators for its passengers and incidentally 
for the customers of the Union News Company. 

e In getting to work it was customary for 
Miss Cerria to descend from the public street 
to the station floor by the stairway on the 
railroad premises nearest to her employer’s place 
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of business. One afternoon, while descending 
this stairway on her way to work, she fell and 
suffered injuries. 

The employer contended that since Miss 
Cerria fell on a public way while on her way to 
work, she was not entitled to compensation, 
since she did not sustain an accident arising out 
of and in the course of the employment. 

e The court held that the employer was 
wrong—Miss Cerria, it said, did not fall on a 
public way, but a private way owned by the 
railroad. The station and stairways coming from 
the street were the private property of the rail- 
way. They were provided for the use of passen- 
gers, patrons of the stands, and employees. 

Thus, said the court, the use of the stairs by 
Miss Cerria was a risk incidental to her employ- 
ment and the injury was compensable. 

Claim allowed. 

Cerria v. Union News Company: Superior Court 
of New Jersey, Appellate Division, July 13, 
1954. (106 A.2d 745) 


Menopause Or Fall To Blame? 


WHAT CAUSED Mrs. Oechsner’s condition, and by 
what degree was she required to prove it? 

Mrs. Oechsner was an elevator operator in 
the employer’s store. On the day in question, 
the car she was operating fell into the elevator 
pit and landed on its buffer springs. It was 
shown that the distance the elevator fell was 
only 15 inches and that it did not bounce or 
noticeably injure any of the passengers. 

But Mrs. Oechsner claimed she was injured 
as the result of the fall. She claimed dizzy spells, 
pain in her head, a difference in her eyesight, 
and sleeplessness. 

e Both the employer and the claimant agreed 
that these injuries to Mrs. Oechsner’s nervous 
system were difficult to diagnose. It was also 
noted that at the time of the injuries Mrs. Oechs- 
ner was in her menopause, and there was sub- 
stantial evidence that it was the menopause 
rather than the 15-inch fail of the elevator which 
caused the injuries. 

e Not so, said the court. So long as there was 
sufficient competent evidence to support a find- 
ing that the injury resulted from the elevator 
fall, that’s all that had to be shown. And, said 
the court, there was such evidence. 

Claim allowed. 

Four Branches Inc. v. Oechsner: Supreme Court 
of Florida, June 8, 1954. (73 So.2d 222) 
Continued on Page 52 
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MULTI-PURPOSE 
WELSH-GUARDS 


@ One piece replaceable lens of impact resistant 
acetate. 


Available in clear or green. 
Fits over prescription glasses. 


Wide angle vision. 








Protects against chemical splashes, spray, dust 
concentrations and foreign particles. 


See your Safety Distributor for the full Welsh line. 


WELS MANUFACTURING COMPANY 


9 MAGNOLIA STREET » PROVIDENCE, R. I. 


Established 1925 
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OFF THE DOCKET . 
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Is Cancer 
Compensable? 


A GEORGIA couRT recently had 
to decide a question frequently 
in front of courts today: Is 
cancer, coming after an injury, 
compensable? 

Mrs. Atkinson fell in the 


course of her employment, and 
sustained a fracture of a bone 
in her left forearm. She was 
paid temporary disability pay- 
ments under an agreement, and 
was furnished medical treat- 
ment over a period of several 
weeks by a physician who was 
supplied by the employer. 

The arm was immobilized 
during the treatment period by 
an elastic bandage which, ac- 
cording to Mrs. Atkinson, peri- 
odically rolled up, causing her 
to be short of breath. 

The bandage was occasion- 





SUPER STRONG 


Cold chisel 


Curved handle 
wire brush 


Ball peen hammer 


Combination pliers 


Berylco Safety Tools 


Berylco safety tools are made of high-performance 
beryllium copper. This means that they minimize the 
possibility of generating hazardous sparks, are non- 
corrosive and nonmagnetic, and have strength equal to 
that of mild steels. 


Because of the great strength of beryllium copper, 
Berylco Safety Tools can be made smaller and easier 
to use than safety tools of less sturdy materials. They 
also provide added service life. Your replacement costs 
are far less when you standardize on Berylco. 


Berylco Safety Tools are sold by regional warehouse 
distributors the country over. For the name of the one 
nearest you—and for a complete, illustrated catalog of 


over 400 tools—write THE 
Dept.4L, Reading 17, Pa. 


BERYLCO| 


BERYLLIUM CORPORATION, 


THE BERYLLIUM CORPORATION 


Reading, Penna. 
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ally removed and re-applied, 
and when it was removed for 
the last time, the claimant no- 
ticed a lump on her breast at 
the point where the bandage 
had been tightest. The diag- 
nosis was cancer in the upper 
and outer quadrant of the 
breast. 

Mrs. Atkinson sought further 
compensation, alleging that the 
cancer was caused by the treat- 
ment of her original injury. 

Several doctors testified, in- 
cluding the physician who 
treated the arm injury. Al- 
though one concluded that a 
rolling bandage would massage 
the breast causing the spread 
of the cancer, they all agreed 
that the cause of cancer was 
unknown. 

In its conclusion, the court 
held that “as there was no tes- 
timony from which it could be 
concluded that there was more 
than a possibility that the can- 
cer resulted from the treat- 
ment of the injury, and there 
was abundant opinion evidence 
to the effect that it probably 
did not, the finding that the 
cancer was not related to the 
injury or its treatment is sup- 
ported by the evidence.” 

Claim disallowed. 

Atkinson v. Fairforest Co.: 


Georgia Court of Appeals: 
July 15, 1954. 


Compensation Payable 
Before Work Begins? 


IN A RECENT FLORIDA CASE, the 
claimant was injured even be- 
fore she started her first day’s 
work on the job. 

Myrtle Cashman went to the 
Mound Park Hospital, owned 
by the city of St. Petersburg, to 
seek employment. A cafeteria 
is operated by the hospital. 
The head dietitian offered the 
girl a job as a counter girl, tell- 
ing her to report for work the 
next day. 

At the appointed hour the 
next day, Myrtle arrived on the 
premises for assignment to 
duty. As she was entering the 
hospital, she slipped and fell 
on an inclined concrete walk 
leading into the building. Af- 
ter the fall, she got to her feet 
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and reported to her boss. Only 
later did complications result- 
ing from the fall develop. Myr- 
tle sought compensation. 

In deciding the case, the 
court said that there was no 
doubt of the existence of a 
valid employment contract at 
the time of the accident. In 
pursuance of this contract, 
Myrtle went to the hospital to 
be assigned to her specific job. 
Although she had not yet gone 
to work at the specific task for 
which she had been hired, she 
was on the premises when the 
accident occurred. Thus, said 
the court, she was certainly en- 
gaged in doing something that 
was necessarily incidental to 
that work. 

Claim allowed. 

City of St. Petersburg v. 
Cashman: Florida Supreme 


Court, April 9, 1954. (71 
So.2d 733.) 


Did Part-time Guard 


Deserve Compensation? 


Ir Mr. CARPENTER was going to 
recover from his injury, it 
would have to be under the 
provision in the New York 
laws dealing with municipal 
employees who work “as a 
keeper, guard, nurse, intern or 
orderly in a prison reforma- 
tory, insane asylum or hospital 
maintained or operated by a 
municipal subdivision of the 
State.” 

Carpenter worked as a court 
attendant in the County Court 
of Kings County. On the sev- 
enth floor of the court house 
there was a detention pen in 
which prisoners whose _ pres- 
ence was needed for court pro- 
ceedings were temporarily 
held. They were brought from 
the city jail to the court house 
by jail guards and were held 
in the detention pen by these 
same guards. 

When a prisoner was needed 
in a courtroom on one of the 
floors below, a court attendant 
would come for him and he 
would be turned over to the 
attendant by the guard. The 
attendant would then escort 
the prisoner to the courtroom. 
Occasionally a guard would ac- 
company the attendant. It was 
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the attendant’s duty to guard 
the prisoner through the corri- 
dors and on the stairways on 
the trip to the courtroom, and 
to guard him in the courtroom. 

On March 13, 1952, Carpenter 
was escorting a prisoner from 
the detention pen to a court- 
room on the floor below when 
the prisoner attempted to es- 
cape. He whirled around sud- 
denly and pulled Carpenter 
down a flight of stairs. Carpen- 
ter suffered back injuries 
which required extensive med- 


ical attention and treatment. 

Carpenter claimed he came 
under the compensation act 
covering municipal employees 
since, in his job of escorting 
prisoners to the courtroom, he 
was engaged as a keeper or 
guard in a prison. And if that 
is not enough, he said, court at- 
tendants have other duties 
which make them keepers with- 
in the meaning of the statute. 

Carpenter’s reasoning was 
without merit, said the court. 
While the detention pen of the 








pa Few, patented 


FYRE-ARMOR 


PROVEN SUCCESS! 


PROTECTS workers exposed to flames and high radiant heat 
REDUCES incidence of heat exhaustion and accidents 
PROVIDES completely unhindered body action and mobility 
INCREASES PRODUCTION EFFICIENCY. 


- reflects more than 95% 


iant heat 


of all rad 
+ maintains normal body 


temperatures 


« flexible and supple for 
complete mobility 


Now available to industry after 
years of exhaustive research, 
development and amazingly suc- 
cessful performance . 


industrial heat 
and flame-resistant apparel is 
made from unusually fine fire- 
resistant fabrics fused by a spe- 
cial patented process to metallic 
layers and then topped by spe- 
cially treated durable aluminum 
foil which provides a higher re-_ 
flectivity than any other process 
of aluminization. 























Lightweight speciol BaAiSN Ue equipment 
includes: face shields, vests, aprons, gloves, 
leggings with spats and complete hoods. 


ERNE torpoulins, blankets and drop-curtains 
are proven superior for shielding inflammable 


materials and for rescue work. 


Complete Proximity Suits are available for 
fire fighters who work in the immediate vicinity 
of flame and who are subjected to high 


heat radiation. 


The amazing Basis uuneum Rescue Suit protects 


the wearer in 2500° radiant heat. . 


. permitting 


complete freedom of action and providing 


extra safety. 


Whatever your fire-safety problem may be, 


AAsseUAeLs eNGineers will survey your 


requirements and make recommendations at 


no cost or obligation. 


WRITE, WIRE OR PHONE TODAY for full information. 


FAR-EX corporation 


Deot.5, 75 West Street, New York 6,N. Y. 


Whitehall 3-5039 


* Patented in Europe 
Pat. Pend. USA 
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FOR HOT LINES 
IN COLD WEATHER 


@ High voltage, one finger mitten 
keeps fingers together for 
warmth. Doesn’t hinder move- 
ment. 


@ Extra large first finger permits 
warming wearer’s finger by with- 
drawal into adjacent mitten sec- 
tion. 


@® Maximum comfort in cold 


weather. 
@ Warm weather efficiency for 
winter work. 


@ Increased flexibility with one 
finger mitten design and famous 
Curved-Hand shape. 








INSIDE CLOTH LINER AND OUTSIDE 
LEATHER PROTECTOR MITTENS 
available to fit the Curved-Hand rubber 
mittens. 


YOUR QUESTIONS on rubber glove 
care and testing are welcomed. They 
will be promptly answered. 


WHITE RUBBER (CO. 


Circle No. 41 on reader service card 


54 





seventh floor of the court house 
may be a prison within the 
meaning of the statute, Carpen- 
ter did not guard in that pen. 
His guarding duties consisted 
of taking the prisoners through 
the corridors, down the hall- 
ways, and into the courtrooms. 
These areas can in no way be 
construed as prisons. The word 
“prison” is used, said the court, 
to designate an institution in 
which prisoners are regularly 
held in custody. 


Carpenter’s reference to 
“other duties” which would 
bring him under the compensa- 
tion statute dealt with keeping 
records of the prisoners coming 
through the detention pen. This 
clerical work, done outside of 
the actual pen, had no connec- 
tion with being a guard in a 
prison, asserted the court. 

Claim disallowed. 

Carpenter v. City of New 
York: New York Supreme 
Court, Appellate Division, 
July 8, 1954. (132 N.Y.S. 2d 
153.) 


Claim Allowed 


After Emergency 


THERE ARE OCCASIONAL unfore- 
seen emergencies which occur 
in every type of endeavor. 
When the employee takes what 
he considers appropriate action 
during one of these emergen- 
cies and is then injured, is he 
entitled to compensation? 

Snyder was a clerk and chick- 
en butcher in a retail poultry 
business. Also employed in the 
business was a delivery boy 
who made the deliveries on his 
own bicycle. On the day in 
question, a thief stole the bicy- 
cle. Snyder, in attempting to 
catch the thief and recover the 
boy’s bicycle, slipped and fell. 
He incurred certain injuries 
and sought compensation. 

The employer defended the 
action, saying that Snyder’s ac- 
tion took him outside the 
course of the employment 
since, when he was injured, he 
was not furthering of his em- 
ployer’s interests. 

Not so, said the court. The 
bicycle, even -though person- 





Of Needless 
Washroom Expense 


NEW, FASTER DRYING 


Sani-Ou 
Provides CLEAN, 
SANITARY SERVICE 


* No Towel Costs 
.-- Less Maintenance 


Save up to 85% of washroom costs with 
new, faster drying Sani-Dri hand and hair 
dryers. No buying and storing of paper 
towels ...no monthly service fee for cloth 
towels. Sani-Dri reduces maintenance over- 
head and provides 24-hour, automatic dry 
ing without mess and clutter. Washrooms 
are more sanitary with no towel waste and 
no fire hazard. All Sani-Dri models carry 
the Underwriter’s seal of approval and 
full 2 year guarantee! 


Only Sani-Dri—The Original 
Electric Dryer, Offers So 
Many Exclusive Features! 

No other dryer offers all the advantages of Sani- 
Dri. No other dryer gives you as complete a line 

manne” of models to choose from 


for your particular wash- 
§ room requirements. 


_ HERE’S PROOF 


a3 
j You, too, Can 
Save with 
Sani-Dri! 
WRITE TODAY FOR NEW ILLUSTRATED FOLDER ! 


Dtelalthiclaitia-t-MelaleMG@itlelaelali-t-te Ml -b) 


THE CHICAGO HARDWARE FOUNDRY CO. 


Dependable Since 1897 


42124 Commonwealth Ave. 
NORTH CHICAGO, ILL. 
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ally owned by the delivery boy, 
was used in the employer’s 
business and became a closely 
integrated instrument of the 
business. As such, Snyder’s ac- 
tion in attempting to protect 
the bike and save it from loss 
was serving the employer’s in- 
terests. 
Claim allowed. 
Snyder v. Hirsch: New York 
Supreme Court, Appellate 
Division, July 8, 1954. (132 
N.Y.S.2d 61.) 


Parking Lot 
Accident Compensable? 


OFTEN SEEN IN COMPENSATION 
CASES is the situation where the 
employee is injured outside 
plant. This always results in 
the question of whether such 
an injury arose out of and in 
the course of employment. 

Hughes was a maintenance 
man for the Ansonia, Connecti- 
cut, plant of the. American 
Brass Company. The plant was 
adjacent to the Naugatuck 
River. The employer main- 
tained a bridge across the river 
and a gatehouse on the bridge 
where workers coming from 
the parking lot checked in. 

The parking lot was on the 
side of the river away from the 
plant. The lot was former!» a 
cinder dump belonging to ‘ie 
company. Over the years, how- 
ever, it became customary for 
the employees to park on this 
lot. The officials of the com- 
pany knew of the custom and 
permitted it for about 25 years. 

About ten years ago, the 
company paved the lot, then 
installed lights and hired a 
watchman. Roadways through 
the lot were maintained, pass- 
ways were painted with white 
stripes, and snow was plowed 
from the driveways in the win- 
ter—all for the convenience of 
the employees. 

Hughes had used the lot for 
many years to park his auto. 
On December 4, 1952, he drove 
his car to the lot, parked it 
there, walked 10 or 15 paces to- 
ward the gatehouse on the 
bridge to report for work, slip- 
ped and fell on a slippery patch 
of snow or ice, and was injured. 
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The employer defended 
Hughes’ claim, saying that 
Hughes was using the lot and 
the passways from it for his 
sole individual benefit and the 
employer had no interest what- 
soever in his activity. 

Connecticut’s highest court 
disagreed with the employer. 
It said the parking lot was 
maintained for the mutual ben- 
efit of both employer and em- 
ployees — to provide a ready 
means of access to the plant 
and a ready means of parking 
the employees’ automobiles 


close to the plant. Hughes’ 
course of conduct on the day 
of the accident was the same 
that he and many other em- 
ployees had followed for many 
years with the full knowledge, 
consent, and encouragement of 
the employer. Thus the injury 
arose out of and in the course 
of employment. 
Claim allowed. 
Hughes v. American Brass 
Company: Supreme Court 
of Errors of Connecticut, 
April 27, 1954. (104 A.2d 
896.) 
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infects, 
Sanitizes. 
MOP IT OF 
ALL! JUST with 


UST Cleans fast, Dis- 
Deodorizes 
moP IT ON, 
fF — THAT S 
its Built-In 
ECONOMY CONTRO! 


stops waste! 


More than 200 Associated JUST Distributors 
to serve you from coast-to-coast. 


| 


— 


Associated 


Firm Name 
Street 


City 


——-—-—-—--------- 


JUST Distributors, Dept. O 
702 S. Wolfe St. * Baltimore 31, Md. 


so i _ CONVINCE YOURSELF —Fill in the coupon and 
tt ee wets mail you the JUST 3-Minute Test 


Kit. No obligation. 
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New Safety and Health Aids 





SOUNDPROOFED ROOMS for 
giving audiometric tests to em- 
ployees are manufactured by 
Industrial Acoustics Co., Inc. 
Series 400 standard audiomet- 





ric testing rooms are prefabri- 
cated of non-combustible ma- 
terials. Room “floats” on vibra- 
tion isolators to prevent struc- 
tural vibrations from entering 
the room. If necessary, room 
can be dismantled and re-as- 
sembled within a few hours. 
Shipped knocked down in sec- 
tions for easy erection on site. 
Available in 3 sizes: 36”, 48”, 
and 72” widths; 28”, 40”, and 
64” lengths, with 944” height. 


Circle No. 111 on reader service card. 


SAFETY HATS—Jackson Prod- 
ucts, Inc., has a new line of 
safety hats that meet Federal 
specifications for electrical re- 


sistance, impact and penetra- 
tion by falling objects, flam- 
mability, and moisture absorb- 
tion. The full-rimmed hat 
weighs 14 ounces, and the cap 
(with the visor) weighs 12% 


56 


ounces. The line is available in 
grey, white, yellow, green, and 
brown. The company also of- 
fers a combination safety cap 
and arc-welding helmet with 
either a fixed or a lift-front 
lens holder. The hats have a 
headband of extruded plastic 
with a replaceable, cork-lined 
sweatband that holds its shape 
and gives a firm fit. 


Circle No. 112 on reader service card. 


REINFORCED grinding wheels 
capable of running (while in a 
cracked condition) up to 20% 
above normal operating speeds 


without exploding are manu- 
factured by Colonial Abrasive 
Products Co. Imbedded in the 
usable portion of the wheel are 
2 “Grind-Away” safety rings 
which have greater tensile 
strength than steel but which 
will abrade away during nor- 
mal cutting of the wheel with- 
out any interference to the 
grinding action. Rings provide 
strength where the grinding is 
taking place. Available on 
straight wheels, and type 5, 6, 
and 11 cups for portable grind- 
ers. 


Circle No. 113 on reader service card. 


FOOT PROTECTION against 
cold weather is offered in the 
“Coldguard Socks,” developed 
by Beacon Falls Rubber Foot- 
wear. For wear over ordinary 
socks, these plastic foam socks 


of cellular material contain 
millions of tiny air cells that 
act as insulation. Lightweight, 


durable socks can be washed 
inside and out with warm 
water and a mild soap. Plastic 
foam is non-absorbant, dries 
quickly. Will not stiffen or 
crack during coldest weather. 
Circle No. 114 on reader service card. 


ELECTRIC FLOOR MAT — A 
mat designed to keep workers’ 
feet warm, and to help prevent 
colds and ’flu. It uses about the 
same amount of current as a 
100-watt bulb. The mat, called 
“Electro Mat,” measures 14 x 
21 inches and weighs about five 
pounds. Made of high-grade 
rubber, it is small enough to be 
moved from machine to mac- 
hine without difficulty. Manu- 
factured by Interstate Rubber 
Products Corp. 


Circle No. 115 on reader service card. 


EYE- WASHING BOTTLE for 
emergency flushing of eyes 
with plain water is manufac- 
tured by Industrial Products 


Co. “Wash-Away” bottle pro- 
vides individual workers or 


small groups with a supply of 
water for immediate washing 
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of the eyes in event of acci- 
dental exposure. Merely invert 
the bottle and squeeze to start 
the flow. Provides continuous 
stream of 7-8 minutes’ duration. 
Bottle is unbreakable. Easily 
filled by removing threaded 
cap assembly. 


Circle No. 116 on reader service card. 
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HEAVY DUTY winter liners for 
cold weather protection have 
been added to the E. D. Bul- 
lard Co. line. These “Arctic” 
close - woven wool - knit liners 


protect the head, neck, and 
face, covering everything ex- 
cept the eyes. Front portion 
slips down over the mouth eas- 
ily when not needed. Con- 
structed to be worn with all 
makes and models of safety 
hats, caps, or helmets. 


Circle No. 117 on reader service card. 
2 


MAGNESIUM CHIP FIRE EX- 
TINGUISHER — This extingu- 
isher is the first to employ a 
liquid as an_ extinguishing 
agent, according to the manu- 
facturer. The liquid agent is 
non-toxic, non-corrosive, non- 
abrasive; will not freeze; and 
is a non-conductor. The unit 
does not produce excessive 
smoke or irritating fumes when 
in operation. It leaves magne- 
sium fires cool enough to han- 
dle. The extinguisher is avail- 
able in two quart and 214- 
gallon capacities. The manu- 
facturer is the Buffalo Fire Ap- 
pliance Corp. 
Circle No. 118 on reader service card. 


DECEMBER, 1954 


PRESSURIZED 5-lb. dry chem- 
ical fire extinguishers designed 
for one-hand operation with 
accurate aiming control are 
available from Fyr-Fyter Co. 
Fire-killing chemical powder is 


completely discharged in less 
than 12 seconds by force of 
pressurized air or nitrogen. 
Angular diffuser nozzle spreads 
the chemical in a flat, dense 
60° wide angle stream 10’-12’ 
long. All-brass extinguisher’s 




















Shipped Complete With 

Adjustable Ball & Socket 

Swivel Bracket, Ready to 
Install. 

TWO TYPES—(Both 18” Diameter) 
Indoor—+#V20—$20.75 
Outdoor—+#R-26—$25.75 
(rubber frame) 


Order thru’ your local safety dis 
tributor, specifying our name and 
number, or write us directly. 





BEING USED BY— 
* General Electric * Sandia Corp. 
Co. * United States 
* Westinghouse Govt. 
* Western Electric * And many others 
Co. 








SILVER TROY Company 


Mfgrs. of Specialty mirrors for industrial use. 
92 Lock Street Newark, N. J. 


Circle No. 47 on reader service card 





talk to the man 


... who has all the answers on the 
plant maintenance and engineering 
product, service, supply or 
machine you need to keep your 
plant running at top speed. 


In fact, talk to the thousands of 
technical experts who will be on 
hand to welcome you to more 
than 400 exhibits. 


There’s no other way to get so 
much information, so many new 
ideas. Find out direct from the men 
who know, all about the products 
that can save your plant 

money and time. 


The four days you spend at the 
Show, and at the all-important 
Plant Maintenance and Engineering 
Conference, are on-the-job days 
that will payoff in increased plant 
efficiency. Mail the coupon today 
for Show tickets, and conference 
information. 


to taal at the 
th 


Piant Maintenance 
& Engineering 


Show & Conference 
International Amphitheatre, Chicago 
January 24-27, 1955 


To: Clapp & Poliak, Inc., Management 
341 Madison Avenue 
New York 17, N.Y. 


Please send me free tickets for the 6th National 
Plant Maintenance & Engineering Show and in- 
formation on the Conference. 


Name 
Title 
c r 7? 
Address 
City 
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: Here is 
how to... Make Your Own 
GUARDS 


with 


H:.K 
Standardized 
Parts 


This bulletin illustrates a simple 
and inexpensive way of con- 
structing your own guards for 
moving parts, such as: fly- 
wheels, gears, and belts, and 
for individual punch press dies. 
Only ordinary tools, such as a 
hack saw, hand snip, hammer 
and screw driver are needed. 
When properly constructed, 
guards made of sturdy H & K 
parts will comply with State 
and insurance requirements 
and will conform with Ameri- 
can Standard Safety Codes. 


5623 Fillmore Street, Chicago 44, Illinois 
114 Liberty Street, New York 6, N. Y. 





Circle No. 45 on reader service card for more information 








e+ offer a way to more adequotely protect 
employees’ eyesight and avoid costly insurance claims... 
by providing a safe method for workers to flush injurious 


chemicals and particles from their own eyes immediately — 
before greater damage can be done! 


And, wherever there is danger of workers’ hands, face or 
clothing being contaminated by acids or caustic chemicals— 
install HAWS Emergency Drench Shower Equipment. 





Cost is negligible. Ask your plumbing contractor, 
or write today for complete information. 


HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET+ BERKELEY 10, CALIFORNIA 


Circle No. 46 on reader service card for more information. 





entire valve assembly and pick-up 
tube unscrew as a unit to simplify 
inspection, cleaning, and recharg- 
ing. Tapered shut-off pin and tap- 
ered seat are lined with hard rub- 
ber, making leak-proof valve me- 
chanism which positively holds air 
or nitrogen pressure charge. Visual 
gage shows pressure condition. 


Circle No. 119 on reader service card 


INDUSTRIAL VACUUM You can con- 
vert any air line into a powerful 
vacuum cleaner for either wet or 
dry pick-up with this Bennett in- 


dustrial air-operated cleaner. The 
Bennett picks up the smallest parti- 
cles of lint, waste, hair filings, and 
lathe cuttings, and deposits them 
in an easily emptied container. The 
absence of electrical parts and non- 
ferrous metal construction eliminate 
the chance of sparks and fire in op- 
erations where combustibles are 
handled. M-M-A, Inc. will give you 
further details. 


Circle No. 120 on reader service card 


AIR-CONTROLLED DIE ENCLOSURE 
==This unit is for punch presses 
limited to primary operations. It 
features complete safety, faster set- 


up, easier die change, reduced fa- 
tigue, and unobstructed view. The 
strong, transparent windows opens 
quickly to allow fast, easy die 
changes or to adjust stock. While 
the window is open the press cannot 
be trippec. The window is con- 
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structed of thick Lucite which pro- 
tects the operator’s face and eyes 
from flying particles resulting from 
such things as improper die settings. 
Manufactured by the American All- 
safe Co., Inc. 


Circle No. 121 on reader service card. 


SHEET LIFTER— As long as the trig- 
ger in the pistol-grip handle of the 
“Pres-Vac” is held down, the suc- 
tion cup will pull 11 pounds per 


square inch. This device greatly 
speeds up and makes easier the work 
of lifting, resulting in multiple sav- 
ings and increased safety in ware- 
house and production line opera- 
tions. It can be used on any object 
that has a flat surface on which a 
vacuum can be maintained. Exam- 
ples of objects that can be raised 
with this lifter are sheet steel, glass, 
plywood, masonite, plaster board, 
and complete cabinets. F. J. Littell 
Machine Company Air Division is 
the manufacturer. 


Circle No. 122 on reader service card 


EYE GUARDS—This is an eye guard 
with a cast allyl-base plastic that 
has the transparency of glass, useful 
for protecting grinding machine op- 
erators. The product is called Cocor 


CR-39. The plastic has high impact 
strength and resists the abrasive ef- 
fects of flying carborundum and 
metal particles. Manufacturer is the 
Cast Optics Corporation. 


Circle No. 123 on reader service card. 
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LOADING RAMP—Bustin Firm Grip 
Grating Corporation has designed 
this ramp especially for use in the 
small incline from the loading dock 


to the truck body. The safety grat- 
ing permits small industrial casters 
to roll over its surface easily. The 
ramp gives safe walking under con- 
ditions where grease, water, oil, and 
ice can cause accidents from slip- 
ping. 


Circle No. 131 on Reader Service Card 
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FOOT BATH TRAY— Low cost foot 
bath tray protects against athlete’s 
foot and other foot infections. This 
foot bath has a non slip waffle tread 
to prevent slipping. Its round shape 








© CHEMICALS NEEDED 
— just WATER 


4 Boxes—1000 Tissues Each 
Size 412” x 1034”—$7.00 


LENG GLEAMING STATION 
canoe come seer 


Complete with 
Bottle G Sprayer 
Price — $5.45 


This new, chemically treated tissue is low 
in price and does away with expensive chemi- 
cal sprays 

Cleans and no-fogs goggles, eyeglasses and 
welding lenses with the addition of water only 

Tissues can be used several times 

Contact your neorest jobber or write us for 


samples and literature 


Distributors wanted. Write for proposition 


CARHOFF COMPANY 


11706 KINSMAN AVE. * CLEVELAND 20. OHIO 
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products side-by-side 


Push the buttons, pull the handles, 
get the heft. Make on-the-spot 
comparisons of the plant 
maintenance and engineering 
products, services, supplies and 
machines you need to keep your 
plant running at top speed. 


to compare 


And there’s only one place where 
you'll find them all displayed — over 
100 exhibits — at the Plant 
Maintenance and Engineering 
Show. In all the other days of the 
year, you can’t begin to compare so 
many competitive products 
products that can save your plant 
money and time, and step 

up efficiency. 

Schedule time, too, for the 

Plant Maintenance & Engineering 
Conference. It will be attended by 
and led by the top men in their fields. 
Send the coupon today for Show 
tickets, and conference information. 


th 
National 
Piant Maintenance 
& Engineering 
Show & Conference 


International Amphitheatre, Chicago 
January 24-27, 1955 


To: Clapp & Poliak, inc., Management 

341 Madison Avenue 

New York 17, N. Y. 
Please send me free tickets for the 6th National 
Piont Maintenance & Engineering Show and in- 
formation on the Conference. 
Name 


Title 
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prevents dirt from lodging in corn- 
ers, making it easier to keep clean. 
Made of molded, strong rubber the 
foot bath will resist the inroads of 
antiseptic solutions. Made by Gen- 
eral Scientific Equipment Co. 

Circle No. 124 on reader service card 


WARNING STRIPES—These diagon- 
ally-striped warning signals are 
made in quick-to-apply, self-stick- 
ing tape form. The tape can be ap- 
plied permanently to any clean, dry 
surface without moistening. Barri- 
cades, low or narrow areaways, ele- 


a i ed 
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vator gates, pillars, electrical appar- 
atus, and trucks can be marked in a 
short time. Stripes are stocked in 
handy rolls 1”, 1%”, 2” and 3” wide. 





Announcing 


Vaseline - 


NCOMIOM MORK RTAITIMERIIVAS 


especially adapted to 
a wide range of uses. 


new 


1” x 36’ strips, in individual 


ealed foil-envelopes 


carton 


strips, 12 to carton 
lea teh wmemcomeci aces 


) 60) 0)-ruem come:ia cee! 


If it’s‘ Vaseline’ Petrolatum Gauze 
it’s sterile at the time of use. 


CHESEBROUGH MFG. CO., CONS'’D 
Prot nal P ts Diy 


By request... 


Developed to meet the widespread 
demand for a narrow dressing for 
small area burns and abrasions, for 
finger and hand injuries, for nu- 
merous other first-aid applications. 


ae AY cons? 
Sref comPawey cine ig 
gn er : pever? 
crest 
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The stripes come in three bright 
color combinations, and three dif- 
ferent self-sticking materials. W. H. 
Brady Company is the manufacturer. 
Circle No. 125 on reader service card. 


FOLDING STRETCHER—This unit is 
not only a litter but also a splint 
that can be used for any part of the 
body. The stretcher is made of light, 
strong exterior plywood with alum- 
inum fittings; it is rust and rot- 


LU 


ee + 


resistant. It is possible to X-ray 
patients while they are on the litter. 
The stretcher has a heavy, water- 
proof carrying case which opens to 
make a lined, padded cover. There 
is a pouch for four carrying-straps 
and for first aid supplies. Each 
stretcher has a blanket that fits in 
the carrying case. Manufactured by 
Medford Manufacturing Company. 
Circle No. 126 on reader service card. 


FIRE FIGHTING APPARATUS— Here 
is a portable piece of fire-fighting 
equipment that the manufacturer 


claims will extinguish a roaring 
Diesel oil fire in 27 seconds. It is a 
“one-man” fire department that 
utilizes a chemical solution called 
Unox which multiplies the effective- 
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ness of water on class “A” and “B” 
fires. The unit also can provide de- 
pendable “city-type” electricity for 
communications, floodlights, tools, 
and emergency power. The appar- 
atus fits easily into the back of a 
standard jeep, making it mobile 
enough to fight fires in large indus- 
trial plants. Called “Versatile Pow- 
er,” the equipment is made by D. W. 
Onan & Sons, Inc. 
Circle No. 127 on reader service card 


SCAFFOLD— Known as the “Handy- 
man,” this scaffold unit is designed 
to roll through doorways and to 
make hard-to-reach places acces- 
sible. This single unit requires only 


nine simple parts. If planking is 
desired in place of the metal plat- 
form, conventional braces can be 
used to replace the metal platform. 
The planking can then be placed 
crosswise on the braces, or length- 
wise on the ladder rungs. Multiple 
units make possible an endless vari- 
ety of set-ups. Produced by Bil-Jax, 
Inc. 
Circle No. 128 on reader service card 


SPARK-PROOF FLOORING—United 
States Rubber Company has devel- 
oped a spark-proof flooring for use 
in places where there are highly ex- 
plosive materials. The flooring has 
been tested and approved by Under- 
writers’ Laboratories, Inc. It is made 
of a special, long-wearing compound 
of conductive synthetic rubber and 
fabric. Dissipates static electricity 
which might ignite highly inflam- 
mable gases. It is easy to clean, and 
its resilience increases foot ease and 
working comfort. It meets the safety 
requirements of the National Fire 
Protection Association. 
Circle No. 129 on reader service card 


DECEMBER, 1954 


JIB CRANE— Increased safety is the 
big feature of this new jib crane. The 
crane was especially designed for 
handling power poles and trans- 
formers. In addition to providing 
maximum safety for workmen the 
fully revolving crane materially re- 
duces handling time and effects 
large savings in storage space. The 
capacity of the crane is two tons. It 
is power-operated from controls at 
the operator’s seat. The over-all 
length of the crane is 48 feet. The 
equipment is manufactured by 
Craneveyor Corporation. 
Circle No. 130 on reader service card 





OPPORTUNITIES 


(Classified Advertising 





Rates: for “Positions Wanted, $6.50 mini- 
mum, limit 25 words. For all other classifica- 
tions, $8.00 minimum for 25 words or under, 
each additional word 20c. Boldface type or 
all capitals, $10.00 minimum for 25 words 
or under, each additional word 25c 


REPRESENTATIVE AVAILABLE 


MANUFACTURERS’ REPRE- 
SENTATIVE, WELL ESTAB- 
LISHED WITH SAFETY AND 
INDUSTRIAL RUBBER DEAL- 
ERS IN NORTHEASTERN 
STATES, SEEKS ADDITIONAL 
LINE. BOX 12154, OCCUPA- 
TIONAL HAZARDS. 

















| Announcing New, Exclusive 





BENNETT 


DROP-IN 
Waste Receptacles 


FOR MULTIPLE SALES AND 
GREATER PROFITS stock and 
sell Bennett Drop-in Waste Recep- 
tacles...no maintenance problems 
... you keep all the multiple profits. 
COMPLETELY NEW in design 
-+.-NoO moving parts, nothing to 
break, nothing to adjust, nothing 
to push, nothing to touch, noth- 
ing to snap back or swing back 
and forth...just drop in paper 
towels, cups, and other waste in 
top and make cleanliness and 
neatness automatic. 

WHITE BAKED ON ENAMEL 
FINISH with stainless steel base 
provide a harmonious combina- 
tion of beauty. 

COMPLETE WITH FULL- 
SIZE, WATERTIGHT GAL- 
VANIZED LINER equipped 
with convenient, full swing han- 


dle for fast emptying. 


THE BENNETT MANUFACTURING CO. 


>» WHEREVER THERE 
ARE PEOPLE there is a 
need for Bennett Drop-in 
Waste Receptacles. Cash in 


on this unlimited market. ' 
Name 


ALDEN, N. Y., Dept. OH 12-54 


Kindly send to my personal attention the complete 
story on multiple Bennett profit potential. 





Fill in and mail 


Today > 


Street___ 


Organization ——__ 


Circle No. 50 on reader service card for more information. 





"WOVEN-Gards” 


BETTER HAND PROTECTION 
AT AMAZING LOW COST 


“Woven-Gards” are hand protec- 
tors, mitts, pads, sleeves and aprons 
made of a long wearing woven cot- 
ton safety material. Provide flexi- 
bility, comfort, resistance to 

| abrasion and cutting. Highly 

oil absorbent. Excellent for 
handling oily, slippery sheets. 
Porous weave makes them the 
finest protector for handling 
lower temperature jobs. Excel- 
lent protection at lowest cost. 
We manufacture a complete line 
of industrial safety apparel. Write 
for free catalog with price list. 





INDUSTRIAL GLOVES COMPANY 


A Corporatior 


To be sure of eimeoted Demand this 1801 Garfield Street, Danville, Ill. 
the Genvine Bawa Apparel Trade Mark (In Canada: Safety Supply Co., Toronto) 


eo 


4, 
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COMPLETE PROTECTION. AGAINST 


ATHLETE’S FOOT 


rob M@Mislelel-\aehi- Mm aesy 2 


IMPROVED ALTA-CO POWDER 

Refinements and improvements now make ALTA- 
CO more quickly soluble, more agreeable gen- 
erally and better to handle. Dissolved eco- 
nomically in water for the all-important foot bath, 
ALTA-CO kills in less than a minute all different 
species of fungi commonly found in Athlete's 
Foot. Non-irritating; harmless to towels. 


ALTA-CO FOOT POWDER 


For dusting feet after shower or other exposure to 
moisture. 


H.D. FUNGICIDE FLOOR WASH 


Diluted 1 to 300 in water, this powerful wash provides 
additional protection against Athlete's Foot on surfaces 
where fungi are commonly found. 


Ask your DOLGE SERVICE MAN about money-saving 
SS offer on the DO!GE FOOT TUB. 








FOR 
FREE SANITARY SURVEY 








OF YOUR PREMISES 


SEE YOUR DOLGE SERVICE MAN 








WESTPORT, CONNECTICUT 
Circle No. 52 on reader service card for more information. 








ON THE SHELF... 
Continued from page 27 





With these four points, the 
manufacturer provides two 
warnings: (1) too big a shoe 
will let wrinkles of excess lea- 
ther form when the foot bends 
under full body weight; (2) too 
small a shoe will make the 
foot feel cramped when the 
wearer stands or walks. 

Manufacturers have devel- 
oped a whole host of highly 
specialized safety shoes to meet 
the exact requirements of hun- 
dreds of different jobs; but 
they still agree that in most 
cases, in small plants, two or 
three basic types will satisfy 
inventory needs. 

The reason? Almost any 
safety man, whether he’s locat- 
ed in New York City or Wagon 
Wheel, Arizona, can get prompt 
delivery by mail of any special 
orders he sends through. In 
some places, two-day delivery 
of shoes may be expected from 
the manufacturer; in others, 
delivery time will stretch out 
to a week or ten days. 

Thanks to this fact, your 
shoe stock can be set up and 
maintained at a minimum of 
expense. Most small plants will 
find it possible to keep in in- 
ventory not more than two 
pairs of safety shoes in each 
size. 

Such a stock means that the 
plant with, say, 500 production 
workers will have on hand 
somewhere between 36 and 50 
pairs of safety shoes. That al- 
lows for variations in width as 
well as for variations in length. 

The total capital investment 
for a stock of 50 pairs will 
range around $400—in some in- 
stances, somewhat less, depend- 
ing on the type of shoe most 
needed. Roughly, it may be 
figured that each pair of shoes 
will represent a cost of about 
$8.00. 

In most plants, shoe turn- 
over will be good. You won’t 
be stuck with unsold inventory. 
Again, the reasons are pretty 
obvious: 

e A good pair of safety shoes 
may easily be worn by a work- 
er—and often is—in place of 
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dress shoes. Unless you’re a 
shoe expert, you’ll have a hard 
time telling the difference be- 
tween a general purpose safety 
shoe and a shoe intended for 
ordinary street wear. 

This fact in itself tends to build 
safety shoe sales for a plant 
safety director. When a man 
can buy for $7.50 or $8.00 a 
good-looking pair of shoes that 
will pass muster anywhere, he 
isn’t apt to go somewhere to 
buy where costs will run $10.00 
or more for shorter-lived dress 
shoes. Besides, if he does buy 
away from the plant, he will 
have to take two pairs of shoes 
—one for work, one for dress. 

e On many jobs, workers run 
through safety shoes within 30 
days. Other jobs, which offer 
less contact with abrasives or 
with chemicals, may see shoes 
lasting 90 days to a year or 
more. This wearing-out factor, 
also, helps to keep your shoe 
sales at a high level. No matter 
how well shoes may be made, 
they can’t last forever! 

The Shenango-Penn Mold 
Company, with about 250 em- 
ployees, offers an excellent ex- 
ample of the way a small-plant 
safety shoe program can work. 
Mrs. Hilda Oswald, industrial 
nurse, really is in charge of the 
company’s Pittsburgh shoe pro- 
gram, which has been pushed 
hard for a year and a half. 

Mrs. Oswald has found that, 
because the plant produces iron 
ingot molds, two types of safe- 
ty footwear have to be stocked. 
One is a general type of safety 
shoe which can’t be distingu- 
ished, except on close examin- 
ation, from a high-topped dress 
shoe. The other is a special 
foundry shoe with an elastic 
top; there are no laces to burn, 
and the elasticity lets the work- 
er kick his shoe off in a big 
hurry if he needs to. 


While no definite figures are 
available to support her con- 
tention, Mrs. Oswald is certain 
that the safety shoe program 
already has had a strong tend- 
ency to reduce company acci- 
dent frequency and severity 
rates. An average of around 
80% of the plant production 
workers now use safety shoes. 

Very little extra work has 
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NEW 


SAFETY, 
DEPENDABILITY 
AND 
ECONOMY! 


Model 130R1401 


Charge Your Own Self-Contained 
Air Breathing Equipment 


Don't depend on outside sources for 
your compressed air supply. Provide 
the maximum utility and safety which 
prompted your purchase of fresh air 
breathing equipment. Own your own 
Cornelius Portable Air Compressor 
Capacity 2 CFM; pressures to 3000 PSI. 
Entire assembly, ready to operate, in- 
cludes 1 H.P. heavy-duty AC electric 
motor, oil filter and moisture separat- 


PORTABLE 
AIR COMPRESSORS 


Circle No. 53 on reader servic 


or, and self resealing relief valve 
Weighs only 79 pounds Cornelius 
Portable Air Compressors will provide 
years of satisfactory service. Their ex- 
clusive design features are the same as 
incorporated in the famous Cornelius 
Aircraft Air Compressor, proven by 
thousands_of hours’_operation_in our 
nation’s finest combat aircraft. 


Four Models Now Available. 
A Type For Every Requirement. 
WRITE FOR PRODUCT SHEET NO. 5 


THE CORNELIUS COMPANY 


554 39th Ave., N.E. * Minneapolis 21, Minn. 





‘e card for more information 








Wirt and Knox Continu- 
ous Flow Hose Reels are 
specifically designed for 
fire service, are sturdy 
and durable to provide 
long life. Complete range 
of sizes available. 





WATER 
AT THE NOZZLE 


INSTANTLY! 


W&K quick-acting, one man hose reels are always ready! 





WRITE OR CALL for complete 
details and illustrated folder. 
WIRT & KNOX MFG. COMPANY 
2308 W. York St., Phila. 32, Pa. 





weer, 


You can fight fires immediately and keep water 


damage to a minimum by using Wirt & Knox Con- 
tinuous Flow Hose Reels. 


Here are the advantages these reels provide: 


INSTANT ACTION Water pressure is available at 
the nozzle even when hose is coiled on the reel. 
There is no need to run back to turn on valve. 


NO WAITING FOR WATER A full stream of water 
is maintained when you are unreeling the hose and 
advance toward the fire. A swivel joint permits 
uninterrupted flow while reel is revolving. 


ELIMINATES KINKS AND TANGLES You unreel 
only enough hose to go directly to the fire. No 
time is lost for straightening out kinks and tangles. 


UNIVERSAL MOUNTING The hose reel with uni- 
versal mounting stand can be easily installed on 
walls, columns, ceilings, floors. 





KNOX 





FIRE FIGHTING EQUIPMENT 
| 
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Skin Toughering 
STOPS 


ATHLETES FOOT! 





That's why OVER 


10% 


of the largest manufacturers 
and many school systems 


USE ONOX 


in shower rooms! 
NO TROUBLE TO USE 


No splash, no mess, easy to main- 
tain. Nothing to get out of order. 


\  TOUGHENS 
SOFT SKIN 


Main cause of 
Athlete’s Foot is 
Shoe - Sof- 
tened Skin 
(U.S.P.H.S. 
Bul. R-674). 
ONOX mineral 
salts toughen soft 
AM skin and make it re- 
P sistant to fungus growth. 


ONOX, INC. 


121° SECOND Steerer 









SAN FRANCISCO 12, CALIF. 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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been required to put the shoe 
program over. The shoe manu- 
facturer has furnished posters 
for the Shenango-Penn bulletin 
boards, leaflets for the plant 
literature racks. The manufac- 
turer’s salesman calls frequent- 
ly at Mrs. Oswald’s first aid of- 
fice, checks over her stock, 
makes recommendations for 
further purchases, and pro- 
vides suggestions on fitting and 
new shoe types. 


As in most plants that have 
tried safety shoe programs, 
Shenango-Penn has learned 
from experience that the most 
powerful method of selling 
shoes and getting men to wear 
them is to have an accident. 


A few months ago, a 900- 
pound weight dropped nine 
feet squarely on the foot of a 
man who was wearing safety 
shoes. The safety toe cap was 
driven down until the edges 
protruded through the shoe 
sole. Yet the worker suffered 
nothing more than the loss of a 
toenail and two bruised toes. 


Safety shoe sales boomed at 
once. They boomed again when 
a second plant worker who was 
not wearing safety shoes barely 
missed losing a good portion of 
his foot. It turned out not to be 
a lost-time injury, but that in 
itself was sheer accident. 


Aside from using the manu- 
facturer - furnished literature 
and posters and putting up a 
bulletin board notice that safe- 
ty shoes are available in the 
first aid office, Mrs. Oswald 
has relied altogether on such 
object lessons as these two ac- 
cidents to sell shoes to Shenan- 
go-Penn workers. The high 
degree of acceptance that has 
developed in little over 18 
months is evidence that the 
low-pressure policy has paid 
off well. e e 








Shut Out NOISE | 


am. & 
o> 









with the NEW Bre 
EARSTOPPER 


Soft, comfortable, resilient, the SMR 
EAR STOPPER adjusts itself to all 
shapes, turns and movements of the 
ear canal. Will not slip out of the 
ear. Has a long life and is reason- 
cable in cost. Furnished in a plastic 
case with a pencil-clip. 


@ Free sample when requested 
on company stationery. 


Surgical Mechanical Research 
1905 Beverly Los Angeles 
Bivd. 57, Calif, 
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Thank you! Editorial aid in 
the preparation of this ar- 
ticle came from the Thom 
McAn Safety Shoe Com- 
pany; the Iron Age Division 
of H. Childs and Company, 
Inc.; the Hy-Test Safety 
Shoes Division of Interna- 
tional Shoe Company; and 
the Lehigh Safety Shoe 
Company. 














STOP INJURIES 
AND 


WORK INTERRUPTIONS 


from falling 
fluorescent tubes 








Keep tubes in place with Den-E!l Fluores- 
cent Lamp Guards, easily installed with 
screwdriver. Stainless steel, —_" spring 





open for ping or g, and last 
a lifetime, 

For 40W tubes, per & $37. .00 

For 100W 20.50 


tubes, per 
ORDER TODAY *ohnect FROM 


EPENODABLE 


SE GENERAL SCIENTIFIC 


F., EQUIPMENT COMPANY 





TESTED INDU STRIAL SAFETY PRODUCTS 


Hundreds of Safety Products. Free Catelog. 
2717 W. Huntingdon St., Philadelphia 32, Pa. 
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TV FOR SAFETY... 
Continued from page 20 





outside the chute, moved them 
away when they were full. 


The whole process put an end, 
not only to the dangerous job of 
baling and loading, but to the 
hazards involved in working 
with and around the gondolas 
into which scrap was poured. 


Today, the area outside the 
stamping plant where loading 
is done is completely enclosed: 
no admittance! 

No admittance is necessary. 
The operator who keeps his eye 
on the TV screen inside the 
plant knows exactly what goes 
on in the yard outside. He 
knows exactly when a car is 
loaded to capacity. He knows 
exactly when, where, and how 
much material is baled and 
ready to be loaded. 

The operator runs no risks. 
In fact, there is no one among 
the 4,000 employees at the Buf- 


falo stamping plant who must 
run the risk of scraped shins, 
damaged feet, broken hands, 
pulled muscles, or a strained 
back. No one is in danger of 
being run over by a gondola 
out of control, or of being lost 
beneath an unexpected load of 
scrap dropped on him from 
above. e e 





Roughly, a TV installation 
of the type described here, 
with a simple on-off switch 
and with sufficient outdoor 
lighting to permit night as 
well as day use of the cam- 
era, would cost from $3,000 
to $3,500 according to auth- 
oritative estimates from 
Thompson Products, Inc. 











NOISE REDUCTION 
FIRM FORMED 

Hammond Iron Works, Kit- 
tell Muffler & Engineering Co., 
and Lacy Mfg. Co. have com- 


bined to form Kittell-Ham- 
mond Co. to design and con- 
struct noise reduction facilities 
for installation east of the Mis- 
sissippi River. 

Ralph E. Kramer is president 
of the new company. Other of- 
ficers include Robert Y. Kopf, 
vice president; Harry D. Kopf, 
Jr., secretary; and Claude F. 
Schindler, treasurer. 

Main offices of the firm are 
in Warren, Pa. 





COMPENSATION . 


Continued from page 36 





awards for loss of hearing with- 
out economic loss, enacted into 
law a statute which provided 
for loss of hearing awards only 
when as a result the worker 
lost his job or could not find a 
new one; when he suffered 
diminution in his earning ca- 
pacity; or when he was re- 
quired to leave the noisy en- 
vironment to avoid further im- 
pairment. 








Get a Safe, Sure Grip... y 
with HOOD ANTI-SLIP G 





Model R-45 


Also available as R-46, fully 
coated with natural rubber. 
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RIGHT glove for EACH job”. 


Hood Rubber Company makes a complete line of rubber and 
plastic gloves for industrial uses. Write today for illustrated 
catalog featuring Hood Glove Guide —‘‘How to choose the 


CHECK 
THESE FEATU RES - 
Knit-wrist Style 
Natural Rubber Coated 
Palm with 
Anti-Slip Finish 
Ventilated Back 
Standard Weight 


Flexible — Comfortable 







HOOD RUBBER CO., \iassacwsens 
A division of the B. F. Goodrich Company 
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Ahead in Safety! 





Style +3921H 


2 ways better! 


FLAMEPROOFED blue mesh top 
and back. Cellulose acetate visor. 


Y LIGHTWEIGHT, full protection. 
1 size adjustable to all heads. 


Write for FREE sample $7720 
or Order Direct! Doz. 


See the Klear-Vu Safety Aprons and Arm 
Guards. Write for illustrated catalog 


KLEAR-VU CORPORATION 
19 Waverly Place, New York 3, N. Y. 
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MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 





This fan guard prevents hand, arm 
and head injuries. Made of a mesh 
fabric, it is washable, mildewproof, 
non-static and won't interfere with 
the normal flow of air. 

Cover protects back and sides of 
fan as well as the front. 


Immediate delivery. Write to 





ROCHESTER 


Safety Equipment Co. 
83 Howell St. © Rochester 7, N.Y. 
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Recently admitted to 
the Turtle Club are 
these men who have 
been saved from se- 
vere or fatal injuries 
by their hard hats. 


e Bill 
Refining Company, Ashland, Ken- 
tucky, was working on a swinging 
scaffold in a conveyor elevator shaft. 
While he was removing some insula- 
tion, a bolt fell 150 feet and struck 
his hard hat. He was uninjured. 


Johnson, Ashland Oil & 


e Lennis Bemis, E. I. du Pont de 
Nemours & Company, was driving 
a bulldozer at the company’s Dana 
Plant. The bulldozer went over a 
ridge and threw Bemis from the 
seat. He put a big dent in his hard 
hat when he hit an angle iron of the 
cab frame, but sustained no injury. 


e William Wirth, another E. I. 
du Pont de Nemours & Company 
employee, prepared to unhook a re- 
taining rod used to hold the coal car 
shaker in position at the company’s 
Dana Plant coal yard. The rod 
pulled loose, swung, banged on the 
hard hat Finger wore, knocked him 
down. Again—no serious injury! 


e Lucius J. Augello worked in the 
stack room of a refrigeration barge 
at Higgins Incorporated. A scaffold 
board fell about twenty feet, struck 
his hard hat. The blow resulted in a, 
slight laceration over his left eye. He 
lost no time from work. 


e Kellis J. Portier was working 
at the L.C.M. Line of Higgins Incor- 
porated. A scaffold board dropped 
from above, struck his hard hat. 
Portier received slight concussion, 
no permanent effects from the in- 
jury, and lost no time from work. 


e Robert L. Cox, E. I. du Pont de 
Nemours & Company, was working 
at the Dana Plant. An insulator’s 
knife dropped 20 feet and struck, 
point down, the hard hat Cox wore. 
A gouge in the hat was the only 
injury. 


e Albert C. Smith, Basic Refrac- 
tories, Inc., was working on a con- 
trol cabinet in the company’s Spec- 
ial Refractories Plant. The lid of the 
cabinet fell about two feet and hit 
his hard hat. No injury! 


e Robert Johnson, Higgins, Inc., 
worked at the Industrial Canal 
plant. A 24-inch Stillson wrench 
fell fifteen feet, hit his hard hat. 
The hat was slightly damaged but 
Johnson was not injured. The hat 
probably saved his life. 


e Victor J. Chattelier was work- 
ing on the mine sweeper production 
line at Higgins Incorporated. A steel 
clamp fell from fifteen feet above, 
struck the center of his hard hat. No 
injuries resulted. He lost no time 
from work. Wearing his hard hat 
certainly paid off. 


e Gerald J. Hammond, Consum- 
ers Power Company, Benzie County, 
Michigan, worked at the Crystal 
Downs Country Club. He was lucky 
—thanks to his hard hat, he got only 
a slight headache when a 12-inch 
crescent wrench dropped on _ his 
head from the top of a 35-foot pole. 











Do You Have Men Who Are Eligible 


For Turtle Club Membership? 


It’s to your advantage—and to theirs—to 
enroll them as members. If a worker’s life has 
been saved by his hard hat, fill in the applica- 
tion blank and the membership committee 
will act on it. There is no cost to either mem- 
ber or employer. Get your application blanks 
for Turtle Club membership by esting 
them from the editor of OCCUPATIONAL 
HAZARDS. The address: 1240 Ontario Street, 
Cleveland 13, Ohio. 
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NEO 
CORK 


SOLES & HEELS 


BEST FOR 
AlR-GROUND 


CRE\1S,700/ 





RESIST OIL— GREASE 
GASOLINE — CAUS- 
TICS — HEAT — COLD. 
AVAILABLE IN COL- 
ORS BROWN—BLACK 
SILVER 


Ground crew workers have found Neo-Cork soles and heels best 
for their jobs, too. These high quality, non-marking soles, give all 
around protection—protects the surface of the plane and affords pro- 
tection to the worker from slipping on the sleek, smooth surfaces. 

Neo-Corks are extremely flexible, water-proof and resist the oil, 
grease and gasoline conditions so prevalent in airplane maintenance 
work. 

For greater comfort, safety and longer wear, sell air-ground crew 
workers shoes equipped with Neo-Cork soles and heels—the light- 
weight soling material with the balanced formula. 


Gro-Cord offers the only complete line of industrial work- GRO-CORD RUBBER CO. 


shoe soles that enable you to assure workmen of greater LIMA, OHIO 
satisfaction through comfort-safety and longer wear, re- : 
gardless of job conditions. Get acquainted with this out- 


standing line. Wri i i ! Comedion Phot 
g line. Write for full information, today! G@RO-CORD RUDDER CO. of CANADA LTO. 
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"Sell ‘em the Shoe with the sole for the job’ 
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- And Sudden 


Ir WAS AN UNNECESSARY ACCI- 
DENT—as most accidents are. 


A Mahanoy City, Pennsyl- 
vania, bulldozer operator was 
working alone. He left the 
motor of the ‘dozer running 
while he tried to make adjust- 
ments on the winch. 


The winch got him. His left 
forearm was caught between 
the winch and a heavy steel : —-. 
shield just behind the ‘dozer a - - + 3 ~~ to wash hazardous dust and fumes from 
aa in i ar ige ye ' ee = the air in a rotating torrent of water, 
a ali ceca tes combining the cyclonic principle of dust 
8 . A separation and positive high pressure 
Waits 30 Minutes ee ner Geen. 
For Help ; ) 


TU TDN, Mietency 


chmieg development 





_ Just a few of many reasons why a new 
Centri-Merge unit is your best investment 
in operating efficiency and economy: 


el 
John Miles, the operator, 


waited 30 minutes before some- 


one heard his screams for help. 
It took an hour and a half more 
to free the arm and start him to 
the hospital. 


After cutting the steel cable 
to free the big ‘dozer blade, 
welders cut away the metal 
shield with acetylene torches. 


Just how can you persuade a 
man always to work according 
to one of the oldest rules in in- 
dustrial safety: stop the ma- 
chine before adjusting it? 





So many readers have re- 
quested quotations on reprints 
of “’...... And Sudden Injury” 
photographs in numbers over 
50 that we now are listing the 
figures here: 1-19 copies, 15 
cents each; 20-49, 12 cents 
each; 50-99, 10 cents each; 
100-499, 7 cents each; 500 
and over, 5 cents each. Please 
send payment with order not 
later than the 25th of the 
month of publication. 











Associated Press Wirephoto 
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CEMTRIQDMERGE | 


je 
Soh q NDUSTRIES inc 


e Low ratio of power to rated capa- 
city e Highratio of water circulated 
to air volume handled « Independ- 
ently driven low speed rotor and 
fan permit adjustments to load 
and operating conditions « Noslots 
or nozzles to restrict water action 
e Automatic liquid level control 
e Optional location of air inlet arm 
e Material disposal by drag con- 
veyor, hopper tank skim-o!f or 
manual clean-out e Easy access 
to clean-out doors for cleaning 
while unit is in operation e 
Bearings located out of liquid, 
fully enclosed, lubricated from 
outside. 


Write or phone for your copy of 
Bulletin VU 8-53, describing the 
superior operating characteristics 
and maintenance advantages of the 
new Vertical Rotor Units. Then 
consult with Schmieg engineers to 
plan a Centri-Merge installation 
for maximum dust and fume col- 
lection and elimination efficiency 
in your plant. 
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DROWN Fire Hazards 


DUNKING STATIONS 


It’s not the cigaret or cigar that’s being 
smoked that causes fires—it’s after they’re 
discarded and forgotten that they become 
a terrible fire hazard! 


SIPCO DUNKING STATIONS end this 
fire hazard once and for all by immediate- 
ly drowning every last dangerous spark. 


Built of rugged heavy cast aluminum, 
they are designed to hold water for this 
purpose—and they can never rust through 
or wear out! UARANTEED NOT TO 
BREAK! 


Although they are built for heavy indus- 
trial use—and abuse—you'll find that your 
employees will use—not abuse these 
DUNKING STATIONS! 

WRITE FOR 
DESCRIPTIVE LITERATURE 
STANDARD INDUSTRIAL 
PRODUCTS COMPANY 


116 S. Garfield Ave. Dept. M Peoria, Ill. 
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AUTOMATIC SPRINKLER ... 


Continued from page 32 





Sprinklers designed to func- 
tion only at higher tempera- 
tures are used in areas where 
heat levels are higher than nor- 
mal room warmth. Such areas 
may, for example, be dry kilns, 
boiler rooms, or special labora- 
tory installations. 

The whole automatic sprink- 
ler system was given a big lift 
in 1952 — approximately 80 
years after the first sprinkler 
was designed — when a new 
type of spray deflector was in- 
troduced. The deflector pro- 
duces a uniform water spray, 
which is thrown out and down 
in drops fine enough to provide 
ceiling protection during severe 
fires. Updraft from the fire 
drives the fine spray to the 
ceiling. 

This new type of sprinkler is 
called an automatic spray 
sprinkler. It is built with de- 
flectors designed for either up- 
right or hanging installations. 

One of the purposes of Un- 


derwriters’ Laboratories, Inc., 
is to investigate the reliability 
of automatic sprinklers sub- 
mitted to it for testing. Will 
they operate properly under 
fire? Will they distribute water 
in a uniform pattern with a 
minimum flow rate of 15 gal- 
lons per minute? 


Methods Of Testing 


There are any number of 
things that go on in the Labora- 
tories’ laboratory to answer 
these questions. 

e Sprinklers are given stiff 
corrosion and paint loading 
tests. Corrosion and paint both 
represent problems found un- 
der ordinary service conditions. 

In the corrosion tests, the 
sprinklers are subjected to 
three different types of corro- 
sive atmospheres: salt spray, 
hydrogen sulphide, and sulphur 
dioxide plus carbon dioxide. 
Sprinklers must endure these 
three for 30 days, at the end of 
which time the sprinklers are 
tested in an oven. At least 75% 
of the sprinklers must operate 
satisfactorily if the group being 





For Rapid 
Movement 
of Large 


M-S-A-LAMB 


Volumes of Air 


This practical, portable ventilating device 
uses only compressed air or steam—no 
auxiliary motors, turbines or fans. No 
up-keep because there are no moving 
parts. Three sizes—3 in., 6 in., and 10 in. 
Largest size moves as much as 5,160 cu. 
ft. of air per minute. Write for details. 


FORCES FRESH OR 


ENGINEERS’ HAMMERS 


“STYLE OE” 


To minimize spalling and mushroom- 
ing, “Style OE” Hammers are 
machined of Mecco Safety Steel, 
carefully heat treated in sizes to 
meet your needs. Available in 
tho right weight for every 
application. 


Write for Catalog 100. 


12 oz. 





MINE SAFETY APPLIANCES CO. 


201 N. Braddock Ave., Pittsburgh 8, Pa. 
76 Branch Offices in the United States 
Circle No. 63 on reader service card for more information. 


Coll the MSA man on your every sotety problem 
+++ his job is te help you. 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 


Circle No. 64 on reader service card for more information. 
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checked is to be given Under- 
writers’ approval. 


A lead-oil base paint is ap- 
plied to all surfaces of the 
sprinklers and their releasing 
mechanism. The sprinklers 
then are placed in a hot-air 
oven to harden and cure the 
paint. Thereafter, they are 
tested by actual operation in- 
side the oven—and the usual 
75% of the sprinklers must 
work properly if the tested 
group is approved. 

e Further oven tests are ad- 
ministered. This baking deter- 
mines whether or not the 
sprinklers would function well 
under the heat or real fire con- 
ditions. 

e The sprinkler frame and 
its related parts are tested for 
strength with both hydraulic 
and mechanical equipment. It 
is expected that the assembled 
sprinkler will resist five times 
the normal stress that may be 
put upon it in service, without 
metal fatigue or leaking. Both 
hydraulic and mechanical 
equipment is used by the 
Laboratories in making these 
strength tests. 

e Sprinklers are covered in 
a liquid bath. Temperature of 
the bath is controlled to rise 
one degree each minute. It’s all 
done to assure the Laborator- 
ies’ engineers that the sprink- 
lers will work within their 
specified operating tempera- 
ture. 

e Sprinklers are installed on 
branch line piping. They are 
operated with a gas or alcohol 
torch under various pressure 


and water flow conditions. 
When they’re through giving it 
the business this way, the en- 
gineers know that the sprink- 
ler mechanism will release 
water properly and not ob- 
struct the water distribution 
pattern, which is the most im- 
portant factor in controlling 
and extinguishing a fire. 

e To be certain that water 
damage due to any mechanical 
failure is held to the absolute 
minimum, Laboratories engi- 
neers contrive all sorts of 
hydraulic tests. Sprinklers, for 


example, must show no signs 
of leaking when they are sub- 
jected to 500 pounds of water 
pressure for five continuous 
minutes. They must, moreover, 
stand up under a 300-pound 
water pressure test for 30 days 
—and still do it without leak- 
ing. 

In addition, sprinklers are 
given a water hammer test in 
the course of which 5,000 appli- 
cations of water pressure rang- 
ing from 25 pounds to 500 
pounds are administered at the 
rate of 60 applications per min- 





NEW TOOL WELDS SAFETY-TREADS 
FASTER, BETTER AT LOWER COST 


No Arc to “Hold” with New Vibrator Welding Tool— 
Deposits Non-Slip Beads on Metal Surfaces at 5 FPM— 
Total Cost 10c Per Sq. Ft. 


Now you can do a really effective job of preventing slipping and 
falling accidents on smooth metal surfaces. Just apply rough 
metal beads, quickly and easily, with the RUF-TRED vibrating 
electrode holder. Used with standard AC or DC welding ma- 
chines, the RUF-TRED Tool deposits hard, “foamy,” long-wear- 
ing beads which retain their “gripping” characteristics even 


when wet or oily. As easy as drawing a chalk line. Fast—applies 
5 feet per minute. No welding skill required—the RUF-TRED 
Tool vibrates the electrode for automatic intermittent arcing. 
Total cost for safety-treading one square foot only 10c, including 
labor, material and power. 

Slip-proof your metal stair treads, walkways, platforms, running 
boards, foot pedals, door sills, manhole and trench covers. 


Write for FREE Bulletin 56-H 


A LIQUID BATH is given sprinklers 
under controlled temperature-rise con- 
ditions. The test helps to determine 
whether or not the sprinklers will work 
under their specified operating temper- 
atures. 
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Metallizing Engineering Co., Inc. 
1101 Prospect Ave., Westbury, L. |., New York + cable: METCO 


in Great Britain: 


METALLIZING EQUIPMENT COMPANY, LTD.— Chobham near Woking, England 
SSESSSESSEEEGHRSEEESEGEEESSSESEZGSEEEEEEEEEEEEEe 
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ute. The U. L. rule says that 
no sprinkler assembly parts 
shall give way as a result of 
this test. 

e A rough usage test bounces 
sprinklers around in a tumbling 
barrel. This is a steel cylinder 
12 inches long and 12 inches in 
diameter. It has four steel baf- 
fles which split the interior in- 
to quarters from its central 
axis. 

The barrel is spun at a rate 
of 60 revolutions per minute. 
Sprinklers must withstand at 


least 15,000 revolutions without 
having the release mechanism 
fall apart. Many of those test- 
ed nowadays have remained 
whole after as many as 35,000 
revolutions of the barrel — a 
mighty testimony to the me- 
chanical strength built into 
them by manufacturers. 


Field Inspections, Too 

If all the tests produce satis- 
factory results (and there can 
be no exceptions), the sprink- 
lers qualify for an Underwrit- 





Approved for protection 
over prolonged periods 
against harmful or objec- 
tionable atmospheres con- 
taining welding or cutting 
fumes, paint spray vapors, 
fumes from burning metals 
and toxic dust. 


YY 


Dustfoe facepiece cushion 
provides a comfortable gas- 
tight fit with a minimum of 
adjustment—can be worn 
under welding helmet. 


Y 


Small, compact, light- 
weight. Does not impair 
vision. Non-kinking air hose 
—air flow control valve 
easily adjusted for proper 
flow to wearer. 


Write for Bulletin 
and Prices 


oF Donate 


Manufacturers & Distributors of 
rN Industrial Saye Clothing & Equipment 


“ZS 


5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Heuston 
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ers’ Laboratories listing. Ex- 
aminations and test work, how- 
ever, don’t end there. 

Laboratories field inspectors 
visit automatic sprinkler manu- 
facturing plants, the number 
and frequency of these visits 
being dependent on the volume 
of the plants’ production. 


THESE GAUGES are used to check 
construction of sprinklers and their 
various parts, within tolerances of .005 
inch. Such tests are made by Under- 
writers’ Laboratories inspectors both at 
manufacturing plants and at the 
Laboratories’ own headquarters. 


When the field inspector calls 
at a plant, he checks many 
pieces of each sprinkler part 
with special gauges. U. L. rules 
require that every manufac- 
turer make up three complete 
sets of these gauges—one to be 
used by machine operators, an- 
other by inspectors from the 
Laboratories, a third by engi- 
neers at the Underwriters’ 
Laboratories home office. 

Very close tolerances are re- 
quired. Gauges usually permit 
a plus or minus factor within 
the parts of not more than .005 
inch. 

Besides checking the sprink- 
ler parts with the gauges, the 
field inspector watches the sol- 
dering method and the 100% 
leakage test which is conducted 
by the manufacturer’s own 
people before any sprinklers 
actually are shipped. 

Close attention is given by 
the inspector to the operation 
of sprinklers while they are 
immersed in water and oil 
baths, to be sure the solder 
fuses at the temperature limits 
specified by the Laboratories. 


Home Office Checks 
Finally, once every three 

months, the field inspector for- 

wards to the Laboratories’ 
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headquarters fully assembled 
sprinklers and their various 
parts for operation tests and for 
gauging by home office engi- 
neers. If any error in the im- 
portant tolerance of any 
sprinkler part is found, the 
Laboratories notifies the manu- 
facturer at once. The part must 
be corrected before sprinkler 
assembly is continued. 

As a follow-up to its regular 
testing procedures, Underwrit- 
ers’ Laboratories does an extra 
service for rating and inspec- 
tion bureaus. The reliability of 
automatic sprinklers which 
have been installed anywhere 
from one to 60 years is checked. 

Sample sprinklers are taken 
in the course of these field 
checks and are sent to the 
Laboratories for testing in a 
gas-heated oven which sub- 
jects the samples to a carefully 
controlled temperature rise. 
The oven test shows whether 
or not the sprinklers will oper- 
ate normally, whether or not 
they should be immediately re- 
placed. 

It doesn’t matter where the 
tests are made—in the field, at 
manufacturers’ factories, in the 
U. L. headquarters laboratories 
—the basic purpose always is 
the same: to be certain that au- 
tomatic sprinklers provide an 
ever-more powerful weapon 
against fire. 


THE SPRINKLER FRAME AND RE- 
LATED PARTS are put through their 
paces in this tension and compression 
test machine, which finds out whether 
or not the assembly will endure five 
times the normal amount of stress that 
may be expected in ordinary service. 

ee 
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Link 


in your 
industrial 
health 
examination 
program? 


‘you examine the eyes, the heart, the lungs 


V\do you examine the ears? 


SEND FOR FREE BOOKLET 


MAICO AUDIOMETER MODEL F-1 
(STANDARD) 


Circle No. 68 on reader service 


Guard against fraudulent or unwarranted 
industrial deafness suits! Maico’s model 
F-1 Audiometer evaldates hearing ability 


electronically . . . gives you a permanent 


record of pre-employment hearing losses, 
and—through periodic re-testing—detects 
and measures any subsequent losses that 
may develop during employment. Write 
today for free booklet that tells how Maico 
Audiometric testing may save your firm 
thousands of dollars in fraudulent or un- 


warranted claims. 
C- 
Pe 
THE e OP 
GMO <x. 
66R MAICO BUILDING 


MINNEAPOLIS 1, MINN. 


card for more information. 








NOCON — SAFETY-SOLVENTS 








FREE 
TECHNICAL BULLETIN 











Replace 





FREE 
SAMPLES 











Carbon- Tetrachloride 





Full line — Low Toxicity — High Flashpoint 
Slow to Highspeed drying features 
Non-Combustible Solvents — SAFE for all metals 
Proven Safety Solvents for classified production 
WRITE FOR FURTHER INFORMATION 











Nocon PrRopucTs Corp, 


62 WILLIAM STREET 
New York 5, New Yorx 
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HALCO FIRST EXPLOSION HAZARD with a sprinkler system, and is 


divided into two hall-like areas, 


AID KITS unibaal Winn dune 30 each of which is subdivided in- 
to small 


working compart- 





ments. 
, Windows and doors are fit- 
lots and stored in small metal , esas " fit 
ante ; ted with wire-reinforced, fire- 
containers which also are : the 
ies glass panes. Electrical wiring, 
water-filled. whe : 
switches, and lights are explo- 


As the zirconium is used, the : 
sion-proof. 


water is filtered off and the 
powder dried. It then is more 
than a fire hazard—it is a high- 
ly unstable explosive. 
The zirconium is mixed with 
a nitrocellulose binder (itself 
. a powerful explosive when it is 
The Halco No. 1 First Aid Kit, dry) and with an oxidizing 
shown above, is only one of the agent. The result is a very in- 
many Industrial and Unit type flammable paste. In this state 
Kits we manufacture. The Halco a ‘ 
“elite ora : the mixture is used to coat the 
trade-mark is your guarantee of flash bulb’s “flash” ele t 
quality material and workman- as =e = ——— 
ship. 


Write today for our completely tandard Method 
andar ethods 
new FREE Catalog which illus- S 


trates in full detail all Halco Kits. For Fire Protection 


There’s a Halco First Aid Kit ; : : 
for every need. Sylvania has turned to all 


Bios WATER SHOWERS that turn on auto- 
‘ ni- 
ses eee erin Sead matically when the door is opened are 
: ided for the th its 
A. E. HALPERIN CO., INC. laboratory. Every material a a cea — _ 
BOSTON 18, MASS. used in lab construction is fire 
proof. The room is equipped 





“Your Safety—Our Business” 











Emergency exits are, of 
course, “musts” for every plant. 


i ‘wor SE MARTINDALE _ | ciccnium laboratory—and has 
re 
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equipped each exit with an 
rh PROBLEM overhead shower which turns 
epee PROTECTIVE MASKS on automatically whenever the 
door is opened. It just doesn’t 
PLACE HEAD pay a laboratory worker to 


B/BAND WELL 


Bi lur arouno sneak out an emergency door 


HEAD TO KEEP 


FROM SLIP for a smoke! 
PING DO . 
x An overhead shower also is 
PRESS NOSE - - . M4 77 - 
Tass i ciose A a set outside the main exit door. 
MECHANICAL hearing protector TO HOW PAD This shower, however, is man- 


AGAINST THE : PRESS EDGES 


NOT AN EAR PLUG pectin DOWN TO PIT ually operated. 


4 FACE SNUGLY 
AGA 


Weigh less than 2 ounce. Excellent Protection Fire Hazard 
against non-toxic dusts except free silica. Re- 


placeable cotton pads are inexpensive and Extremely Complex 


sanitary. 


Martindale Protective Masks ........ = =. : ° . 
' No. 1 Refills (Standard weight) As can well be imagined in 
nner valve actuated by sound pressure No. 2 Refills (heavyweight) 4 ¢ Ay 
automatically controls sound entering Masks packed individually. Refills ocuked 25 view of the combination of zir- 


ear; removes harm from noise without gy rm ge a2 eee ae — conium, nitrocellulose, and in- 
interfering with conversation or normal : ; oe coe a 


orcgetse:t. om DISCOUNTS flammable lacquer-plastic, the 
: Less than $10.00 list “ is : : 
INSURES AGAINST HEARING LOSS $10.00 to $24.99 list . s, | problem of fire or explosion in 
HEAR WITHOUT REMOVING FROM EARS +e Radner eda --s-+s++++-15% | the Montoursville plant is ex- 
@ A SUPERIOR SAFETY DEVICE Minimum, charge account or C.O.D. tremely complex—although no 
@ IN EFFECT, A PROTECTIVE EAR DRUM inimum, cash with order ... Spies et a 
: @ TINY, COMFORTABLE, DURABLE We pay. delivery charges on Cash Orders. more ps than it is im many an- 
f n or “page ataiog °. ° r 7 7 
: EASILY CLEANED . . . NON TOXIC Maintenance, Sitio: cal other plant not given over to 


ACCLAIMED . . . RECOMMENDED BY Safety Equipment. making flash bulbs. 
EMINENT EAR SPECIALISTS 


Sieh tai G0 tein If zirconium explodes, it is 


. MARTINDALE ELECTRIC CO too late to do anything about it. 
Sigma Engineering Company ; : (The same thing, of course, is 
149) VINE ST. LOS ANGELES 28, CALIF. 1311 Hird Ave, Cleveland 7, Ohio equally true of any other un- 
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to control conditions which 
might lead to an explosion. The 
company’s way of handling the 
powder is about what the com- 
mon safety standards would 
suggest. 

The unorthodox methods ad- 
opted by Sylvania are found 
after the zirconium has gone 
into combination with nitro- 
cellulose and an_ oxidizing 
agent. The nitrocellulose and 
the agent can easily produce 
fire—which in turn touches off 
the zirconium. Once ablaze, 
zirconium is almost impossible 
to extinguish. 


Carbon Dioxide 
Used Effectively 


Now, ordinary rules say that 
carbon dioxide is ineffective on 
a zirconium fire. Nevertheless, 
Sylvania successfully has used 
a carbon dioxide extinguishing 
system—a system that smoth- 
ers any fire in the paste before 
the zirconium ignites. Actually, 
therefore, the extinguishing 
system keeps the blaze from 
becoming a zirconium fire. 

The Sylvania zirconium lab- 
oratory and dispensing labora- 
tory were both fitted with 
numerous detectors to deter- 
mine rate of temperature rise. 
If a blaze occurs, these detec- 
tors automatically trip cylin- 
ders of carbon dioxide that are 
centrally located. 








“Watch that dry ice!’ warns the 
Industrial Indemnity Company in_ its 
bulletin, “Safely Speaking.” 

The bulletin mentions the case of a 
refrigeration truck which was cooled 
with dry ice. The truck was loaded 
in the hold of a ship. When the hold 
was opened at the next port, the long- 
shoremen who entered were smothered 
by the carbon dioxide released by the 
melting of the dry ice. 

Never, insists the bulletin, leave dry 
ice in a sealed room. Always ventilate 
to the outside air. 








The gas rushes through pip- 
ing to the trouble area. It 
spurts out from nozzles in suf- 
ficient quantity to reduce oxy- 
gen enough that it cannot sup- 
port the paste fire. 

Pull boxes here and there, in 
strategic locations, permit man- 
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ual operation of this carbon 
dioxide system. 

All machinery in which zir- 
conium is processed has been 
fitted with small, manually op- 
erated carbon dioxide systems 
The machine operator sets off 
the system; carbon dioxide is 
aimed directly at the machine 
paste pot. 

Sylvania felt that a plant in 
ruins from either fire or explo- 
sion would fill no pay envel- 
opes for its 1,200 employees and 
would pay no dividends for 


stockholders. Even shutting 
down one or two vital ma- 
chines would slash production 
as much as 40%. 

The present equipment, and 
a program of thorough emer- 
gency training for all workers 
and executives, have been the 
result of this feeling. e e 


Thanks are due Walter 
Kidde and Company for 
basic facts and photographs 
used in the preparation of 
this article. 











Another close one—another 
accident prevented by Miller 
equipment. Car droppers and 
workers in all types of haz- 
ardous occupations are bet- 
tering safety records by tak- 
ing the precaution of using 
Miller safety products. 


In this case taken from the 
Miller files, a Miller No. 
14CDL car dropper’s belt 
prevented another dreadful 
mishap. Be safe — you can 
rely on Miller. 


DON’T RISK IT! 


--- MILLER IT! 


This is an actual case taken from 
the records on file at Miller 
Equipment Co., Inc. 


EX EQUIPMENT CO., INC. 


FRANKLIN, PENNA. 
IN CANADA: SAFETY SUPPLY CO., TORONTO 
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Book Shelf 





Safe Handling of 
Chemicals 


e Guide for Safety in the Chem- 
ical Liboratory prepared by and 
published for The General Safety 
Committee of the Manufacturing 
Chemists’ Association Inc. D. Van 
Nostrand Company Inc. New York, 
234 pp, $4.25. Here is a book with 
a wide range of subject matter 
along the lines of chemical safety. 
It includes handling of chemicals, 
protective equipment and devices, 
contamination control, specific first 
aid instructions, to name but a few. 
The book covers the newest protec- 
tive measures for the safe handling 
and use of radioactive materials. 


About Work Injuries 


e Annual Reports on Work In- 
juries. United States Department 
of Labor, Bureau of Labor Statistics, 
Washington 25, D. C. Bulletins for 


1952 and 1953 are free; bulletins for 
other years range from 10 cents to 
25 cents each. A collection of basic 
on-the-job injury data for each year 
from 1944 through 1953. Statistics 
include the national average for in- 
jury frequency and severity rates in 
each major industry. An excellent 
guide for evaluating your own plant 
record in comparison to what has 
been done by others in your field. 


Facts on Fatigue 


e Symposium on Fatigue by W. 
F. Floyd and A. T. Welford. John 
de Graff, Inc., New York, 196 pp, 
$4.00. Here is a book that brings to- 
gether a number of ideas on the 
many sided and complex problem of 
fatigue. The book approaches fa- 
tigue from the point of view of 
anatomists, physiologists, psycholo- 
gists, and engineers. The problems 
of fatigue are discussed. The vari- 
ous types of fatigue are discussed. 


so lie 


The Human Factors 


e Human Factors in Equipment 
Design by W. F. Floyd and A. T. 
Welford. John de Graff, Inc., New 
York, 132 pp, $4.00. This is a book 
that is written to show you how you 
can, among other things, study phy- 
sical working capacities of people in 
relation to sex and age. The authors 
show the active endeavour to fit 
machines to men in order to get the 
most effective use out of both men 
and machines. Some of the chapters 
are: Body Size and Work Spaces, 
The Range and Strength of Joint 
Movement, and Heat Loss by Radi- 
ation and Convection. 


Inspection and Safety 


e Inspection Activity and Indus- 
trial Safety. New York State De- 
partment of Labor, Division of Re- 
search and Statistics, New York 13, 
N. Y. 148 pp. This report shows not 
only how effective the accident pre- 
vention activities of the New York 
bureau have been, but also how ef- 
fective methods other than those 
suggested by the bureau have been. 
Included are studies of the relation- 
ship of inspection activity and acci- 
dents. 





PROTECTIVE PORTABLE LIGHTING 


McGill vaporproof Lamp Guards eliminate 
— the hazards of shock or sparks from broken 
bulbs thereby reducing the chance of fire. They 
ohit-tame oLelacelo)(-Me lieu MBcdiiimmelelel-to ME Lolita Mm ol-taeltht— 
they are watertight, vaportight and moisture proof. 
The protective globe and handle is thoroughly 
ry-Ye] (-Yo Pam Nat-S ako le-Milolmalelauil-toM oh MulelceM i -Mel ary ol (eliar 
ing liquids. Available in 60 or 100 watt bulb size 


< 


and with metal or fiber cages. 


Send for 
Catalog 
Wi No. 49-A 


Cvs today! 


MCGILL MANUFACTURING CO., INC. 
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MSGILL® 


electrical specialties 





650 N. CAMPBELL ST, 
VALPARAISO, INDIANA 


Got 





YOU NEEDA... 


DUPOR N 






re. Aad. 


VT, 


DUST STORM THROAT? 


3 






ty 


The respirator that’s made to order 
for protection against dust, fumes 
and paint spray! Has everything, 
and more than you will find in 
units costing twice the price! 
Double filters; soft rubber face 
mask; sanitary face cloth; exclusive 
Dupor valves -ontrolled 
breathing; panorama vision! Eco- 
nomical protection that you cannot 
afford to be without! Write for 
sample, $2.00 postpaid! 


\H. S. COVER, SOUTH BEND, IND. 
“Respirators for Industry since 1894” 
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574 Aa 
pio Hat 


Combines utmost protection 
and style. Exclusive patented 
features found in no other hat. 


Write for Free Sample 
or Order Direct from us 


"15.00 dz. 


CHIC MAID HAT MFG. CO,, Inc. 
620 HIGH STREET 
BUFFALO 11, N.Y. 
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For Prompt, Continued 
Relief Of Pain 
... Rapid Healing ... 


USE... 
| en @ ANALGESIC 


DILLE 


LIQUID OR OINTMENT 
First in First Aid for treat- 
ment of e Burns e Sunburn 
e Cuts e Abrasions ¢ Skin 
Irritations e Insect Bites 


FOILLE Antiseptic-Analge- 
sic is a dependable, conven- 
ient, surgical-type dressing 
which has won wide use and 
acceptance by Doctors, Hos- 
pitals and Industrial Plant 
Clinics over a period of 
twenty years. 





*You are invited to request literature 
and samples. 


CARBISULPHOIL COMPANY 


2935 Swiss Avenue @ Dallas, Texas 
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Who Won 


SAFETY. 
HONORS 






e Hiram Walker Company’s Pe- 
oria, Illinois, fire chief E. M. Wilde- 
ber, the Walter Kidde & Company 
Inc.’s gold badge award for doing 
outstanding plant fire protection job 
in area. 


e Aluminum Company of Amer- 
ica’s Vancouver Smelting Division, 
an award of honor for reducing ac- 
cident frequency rate to 1.79 per 
million man hours worked in 1953. 


e Riegel Paper Corporation, Mil- 
ford, New Jersey, Coating Division 
and Construction Department for 
working in 1953 without lost time 
injuries. 


e Kellogg Company, Battle Creek, 
Michigan, for operating § seven 
months in 1953 without a lost time 
accident. The year’s record is best 
in company’s history. 


e Ecusta Paper Corporation, Pis- 
gah Forest, North Carolina, first 
place in 1953 safety contest among 
52 mills in U.S.A. and Canada. 
Plant worked 2,959,300 man hours 
without disabling injury. 


e The Youngstown Sheet & Tube 
Company’s Electric Weld Tube Mill, 
Brier Hill, an award from Industrial 
Commission of Ohio for working 2,- 
000,000 man hours without a lost- 
time injury. 


e Boston Woven Hose & Rubber 
Company, Cambridge, Massachu- 
setts, the Liberty Mutual Award for 
1,534,811 man hours without lost 
time accident. 


e American Cyanamid Company’s 
plants for no lost time injuries: 
Hamilton, Ohio, plant, the com- 





PAIN... 


€ 4 
& sa e@e8 


Ea Oe ee ed 


... the best and safest method 
for the ‘‘first aider’’ because 
he doesn't touch the patient! 


QUICK, THOROUGH, PAINLESS, ASEPTIC... 


Doctors agree that certain basic conditions are 
present in all burn cases. The ‘‘first aider’’ is qual- 
ified only to deal with the first three: Relieve 
Pain, Prevent Infection, Treat Shock. Spraying 
burns does this best. And the MSco assortment of 
Burn Spray Kits is the largest ever offered: Amer- 
icaine or Kip Antiseptic Oil in either compact 
Unit-Type Packets with Pressure Cartridge Spray 
or Complete Burn Spray Kits with Aerosol Dis- 
pensers; Foille and Hydrosulphoso! Burn Spray 
Kits; Fire Department Kits. MSco also supplies 
all standard burn ointments in unit form for first 
aid kits. See your MSco distributor for a demon- 
stration or write for details 


Woh Zire 
Medical Supply Company 


ROCKFORD, ILL. - IN CANADA, IT'S SAFETY SUPPLY CO. 
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This Christmas. . . 
give SAFETY with 


“GLO-GLOVE”’ 


These left-hand reflecting signal gloves are 
a 


“natural” for night workers — or men 
who drive at night! 
Made of patented 
reflective ‘‘Scotch- 
lite” (R) material, 
Glo-Glovs are dur- 
able, washable, pli- 
able. Reflective 
power guaranteed 
for life of glove. 
300 yard visibility 
insures directional 
identification and 
operational safety. 
The ideal, practical 
gift for friends and 
co-workers. 


Single glove 


$2.95 









a plus tax 
Manufactured by the makers of “Clo-Tex” 
reflective fabric — and ‘“Clo-Streamers” for 


moving equipment. 





ORDER NOW FOR CHRISTMAS! Write for 
dealer discount and quantity-discount infor- 
mation. 





Glo-Safety Products, Inc. 
612 CARLA WAY 
LA JOLLA, CALIFORNIA 
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pany’s safety bronze plaque for 
402,202 man hours; Michigan City, 
Indiana plant, award of merit for 
completing 336,905 man-hours; and 
Bound Brock, New Jersey plant for 
working 6,211,638 man-hours. The 
overall accident frequency rate low- 
ered for the eighth consecutive year. 


e American Optical Company, 
Southbridge, Massachusetts, NSC’s 
award of honor for completing 5,- 
768,634 man hours without disabling 
injury. It’s fifth time company re- 
ceived this award. In addition Am- 
erican Optical also received a gold 
“Oscar” from the Worcester, Mass., 
safety council for its outstanding 
safety program. 


e Hughes Aircraft Co., Culver 
City, California, for setting new 
safety record in aircraft industry. 
Plant has worked 6,472,798 man 
hours without lost time accident. 


e E. I. du Pont de Nemours & 


WINS SCOTT SAFETY AWARD 





CONGRATULATING Konrad Tuch- 
scherer (right), staff safety supervisor 
of Kimberly Clark Corp., on his com- 
pany’s receiving the first annual Ar- 
thur Hoyt Scott Safety Award is Claire 
Lyon, employee relations manager of 
Scott Paper Co. Planned as a rotating 
award, this silver sterling bowl was 
awarded to Kimberly Clark “for out- 
standing service to the men and women 
in the pulp and paper industry.” 


the National Safety Council Cita- 
tion for Distinguished Service to 
Safety. It operated more than 3,- 


e The Firestone Tire & Rubber 
Company, Akron, Ohio, NSC’s 
award of honor for outstanding 
safety performances by all United 
States plants. This is the eighth 
time award was won in nine years. 


e Cities Service Oil Co.’s (Del), 
Gasolene-Chemical, General Ser- 
vices and Natural Gas Divisions, for 
completing 1953 without a lost time 
accident. 


e Oklahoma Gas & Electric Com- 
pany’s Horseshoe Lake station, the 
million-man-hour plaque for com- 
pleting one million man hours with- 
out a lost time accident. All men at 
the station were presented with 
pocket knives. 


e Armco Steel Corporation’s 
Piqua Tubing Division, Middletown, 
Ohio, the company’s Iron Man 
award for working throughout 1953 
without a single accident. Piqua 
Division won this award for second 


Company’s Rubber Laboratory, 
Deepwater Point, New Jersey, took 


200,000 man-hours without a time- 


straight year, has now worked 973 
losing injury. 


days without an accident. 











You can see why Magceoa truck 
Dockboards perform better... 


Look underneath to see another Magcoa 
feature that insures better performance, 
longer Dockboard life on your truck dock: 
the 7%-inch safety angle. It fits snug in 
the narrow gap which results when you 
back into the dock and set your brakes; 
no need to move truck or trailer a second 
time. Regardless of abuse, the Magcoa 
safety angle holds up, won’t crush or break. 
Spindly channel sections and other fragile 
locking devices can’t take this kind of 
rough treatment. 

The whole story is told in a new bulletin, 
“Look Into And Under Magcoa Dock- 
boards.”’ Write today for your free copy. 


— a 
New Economy 


FLEX-A-PRENE’s low first 
cost is only part of the 
story. Most important sav- 
ings come from its endur- 
ance in service and time 
saved through less frequent 
filter replacements. You 
can expect at least 100 hours 
of exposure before replace- 
ment is necessary. 


New Efficiency 


The sensational new FLEX- 
A-PRENE Paint Mask 
keeps out paint pigments 
and solvents with amazing 
efficiency, yet it’s light 
(just 1 ounce), comfort- 
able and so easy to talk 
and breathe through you 
hardly know you’re 
wearing it. 





LOOK UNDERNEATH! 


You willsee the ¥4°x7" 
Magcoo safety angle. It 
extends the full width of 
the Dockboard and is 
welded on all 4 sides— 
in this cose, 124 inches 
of continuous precision 
welding. 


MAGNESIUM COMPANY oF AMERICA 
MATERIALS HANDLING DIV, e EAST CHICAGO 7, IND, 
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Sample: $150 postpaid 


FLEXO PRODUCTS, INC. cleveland 13, Ohio 


(formerly, The Goggle Parts Co.) 
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Film Library 





e Doctor in Industry: Here is a 
film on industrial medicine. Its 
growth and development. Film also 
shows how, in cooperation with non- 
industrial physicians, industrial 
medicine is contributing to im- 
provement in the health, safety, and 
general well-being of employees in 
industry. Department of Public Re- 
lations, General Motors Corpora- 
tion. 16mm, sound, black and white, 
60 minutes. 


Circle No. 141 on reader service card. 


e Everybody’s Handicapped: 
shows many instances of exception- 
al job performance by handicapped 
workers. It illustrates that the pro- 
perty placed so-called handicapped 
worker is no more handicapped vo- 
cationally than the ordinary worker. 
18 minutes. Text-film Department, 
McGraw-Hill Book Company. Price: 
$100. 


Circle No. 142 on reader service card. 


e Safety Supervisor: a plant safe- 
ty supervisor struggles against care- 
less shop employees and an apath- 
etic owner-manager. Typical types 
of dangerous employees are seen 
but still management is uncon- 
cerned. A near fatal accident to the 
safety supervisor himself at last 
convinces all of the need for safety. 
11 minutes. United World Films. 
16 mm, sound. Purchase $35.00. 


Circle No. 143 on reader service card 


e Strange Interview: shows own- 
er of small production shop grad- 
ually losing business because of his 
attitude toward employees. Ben 
Franklin appears in a dream to show 
him his errors. 55 minutes. General 
Motors Corp. 16 mm. Sound, b&w. 
Free loan. 


Circle No. 144 on reader service card 


e Employing Blind Workers in 
Industry: shows blind workers doing 
complex operations on machines. 
Counselor is shown finding jobs the 
blind can handle. 17 minutes. Brit- 


ish Information Services. 16 mm. 
Sound, b&w. Buy or rent. 
Circle No. 145 on reader service card 


e Accidents Don’t Happen: illus- 
trates that minor carelessness in 
handling machinery may lead to 
major accidents. Shows proper 
clothing to avoid accidents, 8 mi- 
nutes. International Film Bureau. 
Purchase: no price given. 


Circle No. 146 on reader service card. 


e Men at Work: illustrates the 
difficulty of adjusting everyone to 
the standardized needs of modern 
industry. It shows what happens 
from the human relations point of 
view when a speeded-up conveyor 
system and a clash of temperaments 
disrupt harmonious team work. 27 
minutes. Text-Film Department, 
McGraw-Hill Book Company. Price: 
$135. 


Circle No. 147 on reader service card 


e Design for Survival: discusses 
availability and uses of critical raw 
materials, emphasizing need to cre- 
ate and strengthen an attitude of 
conservation among those concerned 
with design, planning, manufacture 
and purchase of military equipment. 
23 minutes. United World Films, Inc. 
Purchase: $35.29. 


Circle No. 148 on reader service card 








Engwald 


“World's Finest Exhaust Systems’’ 
Announcing the W-200 Series 


Intake hood 










fumes and 
smoke created 
by this arc 
welder. 


Welding Fume Exhausters 


quickly removes 





SHADE will never become brittle or 
crack even in temperatures from -25° 
to 150° F. All you need is a squeegee, 


“SHADE” 


Remarkable Vinylite 


ABSORBS Heat 


Sheeting that 
and Glare 


The unfiltered rays of the 
sun, even on a cloudy day, 
can be a major cause of fa- 
tigue. SHADE is a specially 
formulated compound to filter 
light! 

NO MORE PAINTING 
No need for repeated paint- 
ing of glass surfaces: with 
SHADE you have an easily 
applied filter, bonded to the 
glass. It won't crack or 
grow brittle. 

EASY TO APPLY 
Application requires no spe- 
ciai skill or tools. It is pre- 
cut at the factory. Wet, place 
polished side to glass, squee- 
gee out excess water. 
PERMANENT 

Following out this procedure 
will effect a permanent bond. 
SHADE will never come off 
until you pry up a corner 
and strip it off yourself. 
WASHABLE 

Can be washed like regular 
glass. If you wish to remove 


@ 9 ft. Reach Unit @ 12 ft. Reach Unit @ 16 ft. 
Reach Unit @ 8 ft. Portable Unit With Wheels 


The above units have un- radius when _ ceiling 
limited flexibility of mounted. Blowers can be 
movement. Quick posi- mounted at a remote 
tioning. Units mount from point or attached to units. 
ceiling or wall. 360° Can be connected in series. 


Engwald Corporation 


357 Lafayette Avenue 


Write for 
Booklet 


Brooklyn, N.Y. 





a bucket of water, and some pieces it, a quick washing in warm 

of factory pre-cut SHADE to eliminate water will restore its ad- 
hesiveness. 

glare and heat. Easy to apply, perma- 

nent and washable, SHADE is custom COLOR CHOICES 


. " Colors are available in 
cut to fit your windows—Order yours FROSTED TRANSLUCENT, AR- 
today! 


TRANSEAL, Ltd, Sisises sa 


PARENT BLUE, FILTERED 
Dept. O.H., 100 Oak Tree Ave., South Plainfield, N. J. 


WHITE, OLIVE GREEN, 
TRANSLUCENT GREEN and 
Telephone Plainfield 6-3800 


BLACKOUT BLACK. 











Circle No. 74 on reader service card 
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Circle No. 82 on reader service card for more information. 
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rr IMMEDIATE INFORMATION 


_. on items of interest in this issue of OCCUPATIONAL 
HAZARDS, simply circle the appropriate number on 
the coupon below, detach the coupon, and mail it to us, 


at 1240 Ontario St., Cleveland 13, Ohio. We’ll rush your 
inquiry to the manufacturer concerned. 
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Albina Engine & Machine Works 
American Chain & Cable Co. 
American Engineering Co. 
American Optical Co. 

Armour & Co. 

Atlas Industrial Corp. 


Bausch & Lomb Optical Co. 
Bennett Mfg. Co. 
Beryllium Corp. 

E. D. Bullard Co. 


Carbisulphoil Co. 

Carhoff Co... .. 

Chemical Specialties, Inc. 
Chesebrough Mfg. Co. 
Chic-Maid Hat Mfg. Co. 
Chicago Eye Shield Co. 
Chicago Hardware Foundry Co. 
Chicago Watchclock Co. 
Cornelius Co... .. 

H. S. Cover. 

M. E. Cunningham Co. 


C. B. Delge Co. 


Dow Corning Corp. 


Edmont Mfg. Co. 
Engwald Corp. 


Far-Ex Corp. 
Finnell System, Inc. 
Flexo Products, Inc. 
Fuld Bros., Inc... 
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General Scientific Equipment Co. 
Glo-Safety Products, Inc. 
Gro-Cord Rubber Co. 


A. E. Halperin Co. 
Harrington & King 
Perforating Co. 
Haws Drinking Faucet Co. 
Hood Rubber Co. 
Hy-Test Div., Internat. Shoe Co. 


Industrial Glove Co. 

Industrial Products Co. 

Institute of Industrial 
Launderers. . 


Jomac, Inc. 
Jones & Co. 


Kimberly-Clark Corp. . 
Klear-Vu Corp... 
Koiled Kords, Inc. 


Walter G. Legge Co... 
F. J. Littell Machine Co. 


Magnesium Co. of America 
Maico Co., Inc. 

Martindale Electric Co. 
Thom McAn Safety Shoe Co. 
B. F. McDonald Co.. . 
McGill Mfg. Co.. 
Medical Supply Co. 
Metallizing Engineering Co., Inc. 
Miller Equipment Co.. . 

Mine Safety Appliances Co... .46, 
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Monsanto Chemical Co., Organic 


Chemicals Div. Cover 2 


Nocon Products Co. 


.73 
Onox, Inc... . 


Pennsylvania Optical Co. 
Plant Maintenance 


. Exposition. . oT, 5 


Rochester Safety Equipment Co. 


Schmieg Industries, Inc. 

Scott Paper Co.. 10, 

Sigma Engineering Co.. 

Silver Troy Co., Div. of Silver 
Troy Industries... . 

Speedi-Dri Corp... . ; 

Standard Industrial Products Co. 

Standard Safety Equipment Co.. . 

Stonehouse Signs, Inc... . 

Sugar Beet Products Co... 

Surgical Mechanical Research. . 


Tokheim Oil Tank & Pump Co. 
Torit Mfg. Co... . 
Transeal, Ltd. 


Wash-Rite Co..... 
Watchemoket Optical Co.. . 
Welsh Mfg. Co.. 

West Disinfecting Co. 
White Rubber Co... 
Willson Products, Ine..... 


Wirt & Knox Mfg. Co.. 


Wyandotte Chemicals Corp. . 





LENS QUALITY IS NEVER A LUXURY 


High speed photo of drop ball test 
Bal-SAFE lenses far exceed Govern 
ment specifications for impact resist 


ance 


ESOS + oe ey 
4 


Where visual correction is needed, 
there's extra safety in Bal-SAFE lenses 
professionally prescribed, ground to 
the worker's prescription. 


Bausch & Lomb J-68 metal safety glass with acetate nose and side shields 


Bal-SAFE lenses 
Surest defense against 
costly eye accidents 


There’s no room for doubt, no reason for regret, when your workers are 
equipped with safety eyewear fitted with Bal-SAFE industrial lenses. 

To insure maximum quality of protection, Bausch & Lomb keeps control 
of all production from start to finish—through glass making, precision lens 
manufacturing stages—to superior, uniformly accurate lens hardening. 

Impact resistance to an extraordinary degree is built into Bal-SAFE lenses 
through a precision controlled heat treating process that radically changes 
and strengthens the glass structure. 

Rest assured. Always specify Bausch & Lomb safety eyewear with Bal- 
SAFE industrial lenses. Contact the representative in your area. 





BAUSCH & LOMB [aeenarpReenaneae 


business letterhead to get your free 
copy of “Complete Eye Protection.” 


BAUSCH & LOMB OPTICAL COMPANY 


90436 Smith St., Rochester 2, N.Y 


B 
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use the fastest 
growing magazine in 
the safety field... 


* The only safety magazine showing a gain in space 
for 1954 compared to 1953. 
* Advertising space more than doubled (#1167) in the 
last four years. 
e Use the Magazine that carries your sales message to 
the actual buyer through FRANCHISE CIRCULATION. 
e Use the Magazine that reaches this buyer in over 
15,000 plants in the United States and Canada. 
¢ Use OCCUPATIONAL HAZARDS for advertising 


results. 


MCA PV RIONAIL 


7ZNRDS 


1240 ONTARIO ST.* CLEVELAND 13, OHIO ¢ SUperior 1-9622 





